Only Celotex Meets These Needs 
So Easily—At Such Low Cost! 


Vapor from inside the building must be kept from reaching and condensing 
in the cold part of the wall! That’s the common conclusion reached by 
research authorities and published in magazine articles recently. 


Celotex has long recognized this necessity, and has met it effectively 
by means of “breathing space” construction and the popular Vapor- 
seal Sheathing. And now—paralleling latest laboratory research— 
Celotex adds another and final safeguard for home builders—makes 
doubly sure of the permanence of Celotex protection—with the new 
Celotex Vapor-seal Insulating Lath. 


In the new Vapor-seal Lath a heavy coating of asphalt and aluminum 
provides a barrier to keep vapor from reaching the cold part of the 
wall—and does it without needless cost or extra materials! 

By specifying Vapor-seal Lath and Vapor-seal Sheathing, you give 
clients adequate insulation scientifically safeguarded against vapor 
condensation— permanently protected against termites and dry rot b 
the exclusive, patented Ferox Process—guaranteed for the life of the 
building*—and give it to them at the lowest possible cost! 


*This guarantee, when issued, applies only within Continental United States 


BRAND———INSULATING CANE BOARD 


Reg. U. S. Pat. Off. 
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Celotex Vapor-seal Sheathing builds weather-tight, insulated 
outer walls with a vapor seal on the warm side of the insula- 
tion. The “breathing space” within the wall is retained. The 
special asphalt-and-aluminum-coated surface on the new 
Celotex Vapor-seal Lath seals vapor inside the room and 
out of the wall. Use the extra thick Celotex Vapor-seal Lath 
for top-floor ceilings. 
Copyright 1988, The Celotex Corporation 


THE CELOTEX CORPORATION AF 5-38 
919 N. Michigan Ave., Chicago, Ill. 
Please send me up-to-date information on scientifically correct 


insulation with Celotex, and a sample of the new Celotex Vapor- 
seal Lath. 
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METROPOLITAN LIFE STORY 


Correction — Paragraph 3.: The buildings will be of brick, fireproof 
construction, six and seven stories in height with elevators. 
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LARGE SCALE 


via private enterprise as Metropolitan Life lends a hand and fifty million for U. S. project No. 1. 


MAN OF THE MONTH 


Metropolitan’s astute Chairman Fred- 
erick Hudson Ecker quietly engi- 
neered the project for months before 
it was announced, sought and got the 
cooperation of numerous men high in 
public, private and labor circles. 


Harris Fwine 


“,.. Of prime interest is the disclosure that a rich market for housing exists 
midway between the ceiling of Government subsidised projects and what e 
has heretofore been regarded as the floor for private enterprise . . .”» _ 


Thus, three months ago, Tue AcuirecturaL Forum keyed its feature article on 

Large Scale Housing. Now, with the announcement by Metropolitan Life In- | 
surance Co. of a fifty million dollar low rent project, that prophecy becomes the 

most significant fact on the U. S. housing horizon. j 
The Metropolitan has acquired 120 acres in New York’s populous Bronx on _ 
which it will promptly erect and manage the largest housing group in America. il 
Detailed studies are still to be completed, but certain facts may now be disclosed. 


{. In addition to apartment accommoda- 
tions for approximately 12,000 families, 
there will be provided stores, a theater, a 
social center, other community amenities. 
To visualize the size of Metropolitan’s 
operation, note that the largest govern- 
ment housing project to date accommo- 
dates 1,622 families, could comfortably be 
tucked into one corner of the Metropolitan 
project. Or think of nearly half the entire 
PWA housing dollars being spent in one 
town—The Bronx. 

2. The plot is a rolling piece of ground, 
well wooded, with a drop of 60 ft. from its 
highest to its lowest point. Approximately 
70 per cent of the tract will go to parks, 
playgrounds, other open areas. 

3. The buildings will be of brick, semifire- 
proof construction, the majority 4-story 
walk-ups. Design will depend for effect on 
simplicity, form, and landscaping. If 
12,000 families are housed, coverage will 
not exceed 100 families per acre. 

4, The development will be planned by a 
Board of Design working in collaboration 
with the insurance company’s staff. Thus, 
Metropolitan will adopt the growing prac- 
tice of using a group of experts whose 
qualifications completely surround the 
problem. The Board, chairmanned by Ar- 
chitect Richmond H. Shreve (Shreve, 


Lamb and Harmon), includes a_ builder, 
Andrew L. Eken (Starrett Bros. & Eken) ; 
an engineer, Henry C. Meyer, (Meyer, 
Strong and Jones) ; a town planner, Major 
Gilmore D. Clarke (Westchester County 
Parkways); a works manager, Architect 
Irwin Clavan (Williamsburg Housing and 
the Empire State Building). The project 
will be under the general direction of 
George Gove as manager of housing pro- 
jects for Metropolitan. For the past ten 
years Gove has been secretary of the 
New York State Board of Housing, is 
recognized as an authority. All decisions 
by this group will be subject to approval 
by Metropolitan’s Chairman Frederick H. 
Ecker and his associates. Interest attaches 
to the fact that each member of the Board 
of Design will be paid an annual retainer, 
in turn each may call upon others in his 
firm who will be paid retainers as their 
services are required. Drafting and other 
mechanical work will be handled by a spe- 
cial force in the insurance company’s own 
office. 

This method, developed by Architect 
Shreve for the Empire State Building, 
recognizes that the group “engaged in 
such an important operation should con- 
stitute a Board of Directors upon which 
should sit the owner supported by his 
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ager Gove 


Symbolically flanked by tight-packed apart- 
ments, this 120 acre Bronx site will presently 
demonstrate that air, light, grass, trees and 
modest rentals can pay an economic as well 
as a social return. 


bankers and real estate agents, the archi- 
tect in company with his structural and 
mechanical engineers, and the builder 
whose subcontracting and material supply 
associates from time to time assist in the 
discussion of special problems.”* 


§. The approach to the planning and op- 
eration of the development is completely 
realistic. Without the beneficent hand of 
Government subsidy or aid in any form, 
every proper cost saving that can result 
from large scale production will be de- 
manded. The rent scale will be above that 
in Government housing but will definitely 
reach the market where the greatest per- 
manent demand exists. In large urban 
centers official figures show that the maxi- 
mum effective demand lies between the 
ceiling of Government projects and what 
used to be considered the floor for private 
enterprise. Every plausible saving which 
has been claimed for large scale housing 
will be explored. While the project appears 
to offer an opportunity to reach an “annual 
wage agreement” with labor, more likely 
an arrangement will be sought which will 
rationalize the work hours per day. Insis- 
tence on a six instead of an eight hour 
day nets labor nothing, adds greatly to 
the charges against any operation by de- 
laying its completion while interest and 


*Quoted from an article in THe ARCHITECTURAL 
Forum, June 1930, pp. 772-773. 


Wide World Architect Shreve Blank Stoller 


Builder Eken 


overhead charges increase and rental in- 
come is deferred. This purely artificial 
charge is sufficient to prevent many pro- 
jects from going ahead. A seven hour day 
may be a generally acceptable compromise. 
Nor is it likely that so great a project can 
be undertaken without assurance that 
jurisdictional disputes will be settled by 
arbitration without interruption of work. 
Similarly, in the purchase of materials and 
equipment it is assumed that the quanti- 
ties involved will induce manufacturers 
to quote their most favorable terms. If 
these savings materialize and are coupled 
with the economies implicit in expert plan- 
ning, the absence of subsidy will be offset 
in some measure. And rumor persists that 
factitious Government standards and in- 
sistent political patronage demands have 
deprived subsidized housing of certain 
economies which a private operation will 
assuredly gain. Here again, the Metropoli- 
tan project will be constantly under the 
microscope of comparison. 

6. Metropolitan’s objectives in undertak- 
ing this great project are fourfold and 
interrelated: Not only is Metropolitan 
the largest insurance company in the 
world (insured by it is one out of five 
individuals in the U. S.), but it long has 
been the pace-setter in the development 
of social activities which benefit large 
groups. Low-rent housing it views as its 
greatest opportunity to further the well- 


Pirie MacDonald Planner Clarke iank Stoller Engineer Meyer 


Fairchild Aerial Surveys 


being and health of the nation. That it 
can combine social objectives with a secure, 
reasonable return for its fifty million dollar 
investment (made legally possible by a 
recent enabling amendment* to the N. Y. 
State insurance laws) gives special impetus 
to the program in a period when no other 
investment legally open to insurance com- 
panies presents these qualifications. Again, 
Metropolitan in its role of No. 1 U. S. 
Mortgage Lender, believes its project will 
encourage others to follow, thus stimulate 
the investment of untold millions seeking 
but not now finding safe investment, speed 
up business and, most important, provide 
employment for thousands. 

With this preview of the most dramatic 
and important Large Scale Housing pro- 
ject by private enterprise, THe Forum 
now takes you on a tour of Large Scale 
Housing by Government, aimed at rent 
levels still unserved by modern technology 
and ingenuity without the aid of subsidy. 
This issue of Tue Forum presents current 
solutions to our immeasurable housing 
problem, a start in winning the new 
frontier which challenges every city, town 
and village in America. 


*The O’Brien-Piper Bill provides that life in- 
surance companies (of New York State) may 
invest in real property for low rent housing pro- 
jects up to 10 per cent of their total assets. 
Investments can only be made in towns over 
300,000 population. No investment may be 
made after Dec. 1, 1943. Signed Feb. 17, 1935. 


Acme 


Architect Clavan Ko 


UBLIC HOUSING 


5 million people grown to 10 is the tough job facing Government Housers unless 


costs are whacked way down .. . a bird's-eye view of Housing's evolution and building. 


HE Housing show has only just begun. The three-year PWA program was no more than a 
= costly curtain-raiser. In three years it produced 20,000 low-rent units for the five million 
families who live in slums, the five million who live in near slums. And the rents are too high for 
two out of five of these slum-bound ten million. 

It is eight months now since the curtain fell on the PWA program to rise again for the first act of 
the big show. Down stage, center, is the U. S. Housing Authority, a body of perpetual duration 
with the duty of financing low-rent housing. How long it will occupy the center of the stage depends 
largely on how much it can improve on the PWA program. Certainly it must begin by drastically 
lowering costs, then rents. 

Any analysis of housing must begin with the arithmetic of housing. And if the figures are astro- 
nomical, it is only because they measure a problem of immense proportions. Thus: to rehouse ten 
million families according to the current standards will cost about $40 billion. And the growth of 
population combined with obsolescence puts ten million more families into slums every twenty 
years. This means that we should spend at least $40 billion every twenty years, or $2 billion a year 
for housing. Which is one-third of our current national annual budget. Which is also three times 
as much as we spent for WPA last year. 

Two billion dollars a year is what we should spend. Two hundred million a year is what the USHA 
is spending. The pressure that will push that $200,000,000 up toward $2,000,000.000 is polities. 
And it is Politics, mounted on Party platforms, that we will presently observe joining the USHA in 


mid-stage. Even as this issue goes to press, White House rumors predict interest-free loans to 
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municipalities; loans which would obviate the great difficulty local authorities are experiencing in raising the 


10 per cent contribution the USHA requires of them. 


So far the USHA has approved five projects with a total cost of $18,700,000. To bring you up to date in this 


$40 billion show, the Editors present in this issue a photo-history of PWA’s curtain raiser. It will give yoy 


some idea of what is to come—in the show that has only just begun. 


On January 18, a Federal Theater Project called “. . . one- 
third of the nation .. .” opened in New York and today it 
is still playing to packed houses. The event is not without a 
certain fortuitous significance, since the star of the piece is 
neither a baritone nor a blonde but Housing, and Housing 
has just reached its political majority with the passage of 
the Wagner-Steagall Housing Act. 

This happy marriage between public opinion and national 
law is the culmination of a struggle as old as our first city. 
On the one hand was the bald fact that some people in every 
generation were doomed to live in houses which the rest of 
the people would not use for pigs. And on the other was the 
equally bald fact that some people considered it nobody's 
affair how anybody lived. The history of Housing in the U.S. 
is the history of the nation’s disavowal of this thesis. 


FROM CHARITY TO REFORM 


The earliest ideology of housing classed it as charity. In 
1773 outside of Philadelphia appeared the first poorhouse 
in the U.S., a straightaway example of the sort of charity 
which is content to hide but not to cure the sores of the 
poor. In the nineteenth century industrial expansion and 
immigration hit new highs and bad housing became intoler- 
able housing on a huge scale. In 1849 a cholera epidemic in 
New York killed 5,000 people—and the plague houses were 
not even fumigated for the new tenants who rushed in. In 
1871 Chicago blackened to its famous fire. Speculative build- 
ing touched bottom in the so-called company town shacks. 
The country was ready for its first wave of real housing 
reform. It came in the form of more stringent building 
codes. But these codes were soon ruled to apply only to new 
buildings, and the poor were left to their rookeries. 

At about the same time—the last quarter of the nineteenth 
century—the ideology of housing underwent a significant 
change from charity to reform. Jane Addams in Chicago, 
Lillian Wald and Jacob Riis in New York began life-long 
careers of agitation as reformers of housing, working in the 
slums and talking to the country. The immediate results 
were small: in New York a few private citizens built limited 
dividend housing for the purpose of demonstrating to other 
businessmen that good works could be carried on at a profit. 
But the idea appealed continuously to rich philanthropists 
through the first quarter of this century, and resulted in a 
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string of limited dividend projects financed by such men as 
Phipps, Rosenwald, Field, and Buhl. 

Notice that Housing had developed by these examples from 
a pure reform to a reform sugar-coated with profit. But this 
very sugar-coating was to be its undoing for two simple . 
reasons: private capital could make only the most minute 
dent on the slum problem; and private capital saddled with 
the obligation of making even a limited profit could provide 
no homes for the very poor. 

In 1926 this unhappy fact received its first official recogni- 
tion. Governor Alfred E. Smith, who had been raised in the 
slums of New York himself, pushed through his State legis- 
lature the first law in which the State assumed an active 
rather than a regulatory role in Housing. The Act created 
a five-man housing board to encourage the erection of lim- 
ited dividend housing. Any project with rentals of $12.50 a 
room or less was granted tax exemption on the building 
proper for 20 years; and the bonds or mortgages which 
financed it were exempt from all State taxes. Here for the 
first time was formal recognition that Housing was neither 
charity nor reform, but an obligation of the State. Between 
1927 and 1935 fourteen projects for 6,000 families were built 
under this Act at a cost of nearly $30,000,000. But the rents 
were still too high. 


FROM STATE TO NATION 


The next step in the evolution of housing was from State to 
Federal participation, and while it was accomplished in less 
than a decade from the passage of the New York State Act, 
it was one of the most bitterly contested of all. First hint of 
national recognition appeared in the report of President 
Hoover’s Conference on Home Building and Home Owner- 
ship in 1931. The Conference’s consensus was: “There should 
be public participation, at least to the extent of the exercise 
of the power of eminent domain. If the interests of business 
groups cannot be aroused ... a further exercise of some 
form of governmental powers may be necessary.” 

This report was followed in 1932 by the first Federal legis- 
lation, the Emergency Relief and Construction Act under 
which the RFC was permitted to lend money to limited 
dividend corporations set up under State Boards. The re- 
sult was a horrendous fiasco. Eleven States rushed through 
legislation creating their own Housing Boards. But in each 
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US.HA PERSONNEL 


IN REVIEW 


To Administrator Nathan Straus the housing 
than an avocation. To wit. President, Hillside Housing Corporation; 
Member, New York City Housing Authority: 
Special Commissioner to study housing in Europe. A Princeton graduate 
(cum laude), and one-time Heidelberg student, Mr Straus’ 49 years 
have yielded titles which include: Commander-Ensign, U S. N ; Editor- 
Publisher, PUCK magazine; New York State 
Straus and Sons, Inc. (largest U S. manufacturer of hotel and restau- 


rant equipment 


Young Leon Keyserling, General Counsel, 
functions as Administrator when Mr 
Straus is away. Graduated from Har- 
vard Law School in 1931, he is a close 
friend of Rexford Guy Tugwell, was 
enator Wagner’s one-time secretary. 


Catherine Bauer, author of MODERN 
HOUSING, is Director of Research and 
Information. Winner of a Guggenhe.r 
Fellowship, former Advertising Manager 
for Harcourt, Brace and Co, she 
worked with Senator Wagner’s office or 
the preparation of the U. S. Housing Act 


problem has been more 


in 1935 Mayor LaGuardia’s 


Senator Presider t, Nathan 


Past President of the American City 
Planning Institute is Jacob Crane, Di- 
rector of Project Planning. Associated 
with the U. S. Housing Corporation dur- 
ing the war, he has latterly served as 
consultant for the FHA and Suburban 
Resettlement 


A. C. Shire, Director of Techical Di- 


vision, began his governs 
career with the PWA raduate of Ste 

vens Insti tute ‘ Tec? he has 
also served as mef COT tiv 
FHA. and as Technical Editor of THE 
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Charles J. Maxcy, Comptroller and Fi- 
nance Officer. Transferred from his post 
as Director of Accounting for PWA, Mr 
Maxcy’s previous experience includes 
the reorganization of New York City’s 
Department of Finance. 


30-year-old Ne i 

gro, Harvard Ph.D. is 
Robert C. Weaver, Special Assistant on 
Macia Relations. Fresh from four years 
service to the Department of 
erior, he formerly taught eco- 
no st North Carolina’s Agricultural 
hnical College. 


the 


Tyrell Krum is Director of Press Rela- 
tions. Member, Illinois State Bar, News- 
man Krum has served as City Editor for 
the CHICAGO JOURNAL, received 
Pulitzer Prize Honorable Mention in 
1924 for covering Loeb-Leopold case 


For forty years W. V. Price, Director of 
Labor Relations, has been affiliated 
with the AFofL. Former Vice-President 
of the Bricklayers’ International Union 
he is credited with the recent promise 
of New York building tradesmen to sta- 
bilize wage rates on pending projects 


Former chief of Research for Suburban 
Resettlement, Warren Jay Vinton is 
Chief of Project Review. Wartime Sci- 
entific Attaché at the American Em- 
bassy in Paris, he has also acted as 
Research Supervisor for the FHA 


Industrial Engineer Thomas M. Hall is 
Executive Officer. His record includes 
an instructorship at Baylor Military 
Academy and engineering work for the 
Ducktown Chemical and Iron Company 
Prior to his present appointment, he 
was in TVA‘s personnel department 


vn is Management Consultant Donald Jones, Vice-President of the New York realty firm Wm. A White and Sons 


Boris Shishkin, Consultant of Labor 
Policy, is a native Russian educated ir 
England and at Columbia Universit 

Economist for the AFofL since 1933. he 


has also served on NRA’‘s Labor Ad 
visory Board 


Partner in the New York building firm 
Barr and Lane, Inc., is Charles E. Lane, 
Special Consultant. Mr Lane's record 
includes supervising the construction of 
several large buildings for the Chinese 
Government and four major units of 
New York City’s Rockefeller Center 
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case local lobbyists managed to eliminate any provision for 
tax exemption such as the New York Act had contained, 
with the result that the only limited dividend project to 
avail itself of RFC money was Knickerbocker Village—in 
New York. And Knickerbocker Village, with $12.50 rents, 
had the very poor for neighbors but not for tenants. 
Opposition to these local Housing Boards centered its attack 
on the provision for tax exemption but its objections cov- 
ered a considerably broader front. That front was roughly 
the whole theory that bad housing created a social obliga- 
tion. The more vocal and powerful elements of the national 
community were simply not ready to accept this thesis, and 
they led the fight with vigor. In the light of this opposition, 
it was perhaps less than accidental that the first Federal 
action for housing was advanced as a method for reducing 
unemployment in the building trades and stimulating the 
sale of building materials. The country was not yet ready to 
accept Housing as Housing. The old sugar-coating of Re- 
form-for-Profit had merely been supplanted by a new sugar- 
coating of Reform-for-Recovery. 


On June 16, 1933, Reform-for-Recovery had another try,, 
this time under the National Industrial Recovery Act which’ 


included under the duties of the Administrator “construc- 
tion, reconstruction, alteration or repair under public regu- 
lation or control of low rent housing and slum clearance 
projects .. .” The over-all purpose of NIRA was, of course, 
to create employment and ease credit, and it was toward the 
first of these objectives that the housing program was theo- 
retically aimed. In time it too acquired a sugar-coating— 
slum clearance. The virtue of slum clearance to the business- 
in-the-street was that it removed the eyesores from local 
realty. But the program was never justified in public print 
as simply a Housing Program. 

Under the Act the newly created Housing Division could 
deal either with State Boards or with limited dividend cor- 
porations. Since no State Board existed until September, 
1933 (Ohio), the early work of the Division was of neces- 
sity concentrated on limited dividend projects. Out of 533 
applications it finally accepted seven. By October of that 
vear the Division was despairing of finding any worthwhile 
projects, decided on the policy of going out and building up 
its own projects. Accordingly, the Public Works Emergency 
Ifousing Corp. was set up to initiate PWA public projects 
while the old Housing Division continued to wait for more 
limited dividend projects. But on January 11, 1934, Comp- 
troller General McCarl refused to transfer any funds to the 
new corporation on the grounds that its duties exceeded 
those outlined in the NIRA, and the Housing Division was 
forced to reverse its field; it took back all the duties it had 
delegated to the new corporation. 


HOUSING UNMASKED 


But though the corporation had died, a new approach to 
Housing had been born—from now on the Housing Division 
was to take the initiative in its own program instead of 
waiting for the States. This change from reception to aggres- 


sion served to bring Housing before the people whe er they 
wanted it or not; it also served to intensify resistance _ 

The form and nature of this resistance bears some exam). 
nation, since out of the resulting fight emerged the present 
program. The whole program, it will be remembered, haq 
been introduced under the guise of stimulating employmen; 
and manufacturing. But the resistance was based on «sounds 
which made it quite clear that the opposition saw through 
this thin disguise and perceived housing for what it was—ay 
attempt to put the poor into good homes at the expense of 
the public. 

First there was the vague and ostrich-like opposition of 
those who distrusted any social experiment. Newspapers of 
the day contained such headlines as “CHARGES HOUs. 
ING PLAN IS SOCIALISM,” “U.S. HOUSING SEEN 
AS PERIL,” and “REALTORS FIND DANGERS IV 
U.S. HOUSING PLANS.” All of these headlines are Jess 
than four years old, and the measure of the acceptance of 
Housing by the people is nowhere better illustrated than by 
the reflection that not one of these clarion calls to reaction 
can be spotted in the Press of today. But at the time they 
mirrored with a fair degree of accuracy the opposition, if 
not of the “peepul,” then at least of the more vocal and 
influential minority. 

But the indictment against Housing was soon to become 
more specific and more potent. Late in 1934 the Housing 
Division in the course of assembling some parcels of land 
for a project in Louisville, Ky., entered condemnation pro- 
ceedings against one owner. The Division’s right to condem- 
nation was presumed to be derived from the “public welfare” 
clause of the Constitution. Opponents on the contrary main- 
tained that such condemnation proceedings constituted 
merely an invasion of property rights without due process. 

Such was the position taken by the gentleman in Louisville, 
and such in turn was the position taken in upholding the 
case against the Government by Kentucky’s Judge Dawson 
in an opinion later sustained by the Circuit Court of Ap- 
peals. In the light of the Supreme Court’s recently pub- 
licized tendency to veer with the social winds, it does not 
appear that this ruling will go long unreversed, but in its 
time it made an interesting clinical note on the status and 
education of public opinion. It also served to hamstring to 
a serious degree the site assemblage of the Housing program, 
and to remove its activities largely from the field of slum 
clearance to that of building on vacant land. While this had 
its advantages in frequently permitting lower land costs it 
also served to remove from Housing its final disguise: 
Housing was now not even “slum clearance,” was looking 
more and more like Housing. 

The fight now shifted to the question of tax exemption. 
Since the Housing Division owned the projects and since 
it was also an arm of the Government, the States were ul 
able under the law to levy any tax against the projects 
which were de facto Federal property. To get around this 
situation the Housing Division began arranging to make 
payments to municipalities in lieu of taxes. The argument 
then arose as to whether these taxes should be ad v«/orem. 
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Opp: nents of Housing, of course, insisted that they should; 
the Jlousing Division on its side maintained that there was 
no reason for penalizing a public improvement by taxing it 
more heavily. 

All this cross-fire was interesting, but it was brought to a 
close by the Housing Division’s old béte noire, Comptroller 
General McCarl who in October 1935 ruled that the Divi- 
.ion could pay neither taxes nor money in lieu of taxes. The 
whole controversy then waited on the passage of the George- 
Healy Act the following June under which payments in lieu 
of taxes were authorized. 

The George-Healy Act made another significant change in 
powers of the Housing Division. Under the original Act it 
had been able to make capital grants of 30 per cent and 
loans up to 70 per cent at 4 per cent interest, to projects. The 
George-Healy Act changed this ratio to a 45 per cent grant 
and a 55 per cent loan. Slowly but surely Housing was com- 
ing of age. 

The PWA housing program came to an end officially in Sep- 
tember, 1937, after four years and three months of hectic 
and badgered existence. Its final form was shaped not so 
much by its original design as by the unforeseen problems 
and opposition the program encountered. This was no- 
where better illustrated than in the evolution of its adminis- 
trative set-up. The Housing Division had started as a highly 
centralized body to promote and finance low-rent housing. 
When it could find no local housing boards with whom to 
operate, it was forced to go out into the States itself to 
do the promotion. And when it was denied the right to con- 
demn land, it shifted even more of its responsibility onto 
local shoulders. 

The final judgment of the PWA Housing Division can- 
not rest on the number of units which it built; the 20,000 
families which it housed in four years are of small account. 
Recently, it has described itself as a “demonstration pro- 
gram,” which is generally conceded to be a polite aphorism 
for a trial-by-error program. In this field, certainly, it did 
invaluable work, clearing out the legal underbrush, improv- 
ing construction methods, building up a large body of 
experience in the planning and operation of large scale 
projects. It did not succeed in housing large numbers of 
people or in producing adequate housing at low cost. 

Most significant value of this housing is its value as propa- 
ganda. It is there that it really shines, and the claim can be 
made on this pragmatic basis: in four years it was able to 
silence all critics of “socialism” and “Government-in- 
Business” and at the same time to prepare the country to 
approve the current housing program. 


HOUSING BECOMES HOUSING 


And for this country to approve the Wagner-Steagall Hous- 
ing Act a mere four years after the creation of the PWA 
housing program is no mean feat. Because the Wagner- 
‘gall Housing Act approaches housing not as an em- 
“vment nor a Recovery measure but as Housing. 


Ste 


pl 


The PWA Housing Division died and the U.S. Housing 
Authority was born last September with the signing of the 
Wagner-Steagall Housing Act. The death of the Housing 
Division occurred not so much because Congress was dis- 
satisfied with its accomplishments as because Congress had 
been educated to accept a new approach to Housing which 
the Division was not legally able to follow. That approach 
was and is that the provision of good housing for the poor 
is a perpetual social obligation. 

This evolution in the approach to Housing meant several 
basic changes in the national law as incorporated in the new 
Act. The most spectacular change was signalized by the fact 
that the executive body created by the Act, the USHA, was 
specified as a body of perpetual duration. Which was to say 
that the Government was in the Housing business to stay. 
Another change of considerable theoretical significance was 
in the liberalization of the extent to which the U.S. would 
extend financial aid to housing projects. The old system of 
a 45 per cent capital grant and a 55 per cent loan was 
changed to one using a 90 per cent loan and a 314 per cent 
annual grant running for 60 years. This had two effects. 
First, it put it up to the local housing authority to raise 10 
per cent of the total by itself, a manceuvre not required at 
all under the old set-up. Second, the combination of the 90 
per cent loan and the annual grants for 60 years operated to 
provide what is in effect an outright grant of 90 per cent— 
since the annual grants are great enough to meet both the 
interest and amortization on the 90 per cent loan. Thus, in 
effect, the USHA system doubled the old PWA grant. 

In its operative set-up the new legislation simply continued 
the trend of decentralization which experience has taught 
the old PWA Housing Division is a practical necessity. Un- 
der the USHA local housing authorities themselves initiate, 
build, and manage all projects, while the Government in 
the corporate person of the USHA simply helps to finance 
the operation. Such decentralization has the obvious advan- 
tages of putting responsibility for land acquisition, tax 
exemptions, and the resistance of local grab-alls where it 
can best be dealt with—on local shoulders. 

The effort here has been to assay Housing in the ideology 
of successive periods in U.S. history. The evolution has 
gone from self-indulgent charity to the assumption of a so- 
cial obligation, from poorhouses to Housing. It may now 
prove instructive to assay Housing in terms of the current 
problem as a means of determining something about its 
further evolution. 

The problem is most baldly stated as the need to rehouse 
five million families. At its present rate, the USHA will 
provide about 150,000 units over the next three years, or 
about 1,000,000 in the next 20 years. And in the normal 
course of obsolescence, population growth, fire and demoli- 
tion, the number of families needing new low rent homes 
will have grown in that period from five to ten million. 
Meanwhile, if present standards of. USHA housing con- 
tinue, approximately four million of the needy ten million 
families will not be able to afford the minimum rents unless 
subsidies go way up or costs way down. 
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GOVERNMENT 
HOUSING IN THE U.S.A. 


DARK GRAY: States having laws which authorize the formation 


of | al housing autnorit 
these authorities to 


bonds 


and which permit 
construc 


t, operate, and 


for government housing projects 


LIGHT GRAY: States which have, in addition to the above legis 


lation, laws enabling localities to grant municipal 
housing authorities certain forms of subsidy such 
or free utilities 


as tax’ exemption, land grants, 


BLACK CIRCLES: Active USHA (formerly PWA) Housing Projects 
WHITE CIRCLES: New USHA earmarkings 


WHITE SQUARES: FSA “Gri 


enbelt’’ Towns 


DATA AS OF APRIL 15, 1938. 


USHA (FORMERLY PWA) ACTIVE HOUSING PROJECTS 


LOCATION PROJECT LOCATION PROJECT 
MASSACHUSETTS 24. Memphis Lauderdale Courts 
1. Cambridge New Towne Court 25. Nashville Cheatham Place 
2. Boston Old Harbor Village 26. Nashville Andrew Jackson Courts 
CONNECTICUT KENTUCKY 
3. Stamford Fairfield Court 27. Lexington Blue Grass Park 
NEW YORK 28. Louisville LaSalle Place 
4. New York Williamsburg Houses 29. Louisville College Court 
5. New York Harlem River Houses INDIANA 
6. Schenectady Schonowee Village 30. Evansville Lincoln Gardens 
7. Buffalo Kenfield 31. Indianapolis LockefieldGardenApartments 
8. Lackawanna Baker Homes OHIO 
PENNSYLVANIA 32. Cincinnati Laurel Homes 
9. Philadelphia Hill Creek 33. Cleveland Cedar Central Apartments 
10. Wayne Highland Homes 34. Cleveland Outhwaite Homes 
NEW JERSEY 35. Cleveland Lakeview Terrace 
11. Camden Westfield Acres 36. Toledo Brand Whitlock Homes 
12. Atlantic City Stanley S. Holmes Village MICHIGAN 
DISTRICT OF COLUMBIA 37. Detroit Brewster 
13. Washington Langston 38. Detroit Parkside 
SOUTH CAROLINA ILLINOIS 
14. Charleston Meeting Street Manor- 39. Chicago Jane Addams Houses 
Cooper River Court 40. Chicago Jane Addams Houses 
15. Columbia University Terrace 41. Chicago Julia C. Lathrop Homes 
FLORIDA 42. Chicago Trumbull Park Homes 
16. Jacksonville Durkeeville WISCONSIN 
17. Miami Liberty Square 43. Milwaukee Parklawn 
GEORGIA MINNESOTA 
18. Atlanta Techwood Homes 44. Minneapolis Summer Field Home 
19. Atlanta University Homes NEBRASKA FARM SECURITY ADMINISTRATION 
ALABAMA 45. Omaha Logan Fontenelle Homes (FORMERLY RESETTLEMENT ADMINIS- 
20. Montgomery Riverside Heights OKLAHOMA TRATION) “GREENBELT” TOWNS. 
21. Montgomery Wm. B. Paterson Courts 46. Enid Cherokee Terrace 
22. Birmingham Smithfield Court 47. Oklahoma City Will Rogers Courts 1. Greenbelt, Berwyn, Maryland. 
TENNESSEE TEXAS Greenhills, Cincinnati, Ohio 
23. Memphis Dixie Homes 48. Dallas Cedar Springs Place 3. Greendale, Milwaukee, Wisconsin 
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TOTAL USHA COMMITMENTS TO DATE, APRIL 15, 1938. 


EARMARKINGS 
LOCATION OUTSTANDING 
MASSACHUSETTS 
Lowell $ 2,700,000 
Boston 9,000,000 
CONNECTICUT 
Bridgeport 3,600,000 
NEW YORK 
New York City 30,000,000 
Yonkers 2,200,000 
Schenectady 1,400,000 
Utica 900 000 
Syracuse 3,930,000* 
Buffalo 4,900,000 
PENNSYLVANIA 
Allegheny County 1,800,000 
P ttsburgh 13,500,000 
McKeesport 900,000 
Harrisburg 1,500,000 
Chester 1,250,000 
Ke ading 1,500,000 
A entown 1,350,000 
2cranton 1,000,000 
Philadelphia 22,000,000 
MARYLAND 
:!timore 15,000,000 
Annapolis 400,000 
SOUTH CAROLINA 
imbia 800,000 
srleston 1,01 7,000* 
GEORGIA 
vannah 2,700,000 


EARMARKINGS 
LOCATION OUTSTANDING 
FLORIDA 
Jacksonville $ 1,000,000 
Orlando 450,000 
St. Petersburg 900,000 
Tampa 1,500,000 
LOUISIANA 
New Orleans 8 411, 000# 
ALABAMA 
Mobile 1,400,000 
Birmingham 4,500,00 
Gadsden 900,000 
GEORGIA 
Augusta 1,125,000 
Athens 270,000 
TENNESSEE 
Memphis 1,000,000 
Knoxville 1,800 000 
Johnson City 300,000 
WEST VIRGINIA 
Charleston 1,200,000 
Morgantown 270,000 
Wheeling ] ) 000 
OHIO 
Youngstown 765,000 
Youngstown 2,835,000" 
Warren 1.000.000 
Cleveland 18 000 08% 
Akron 1, 800,00; 
Toledo 1,800.00 
Columbus 1,500,00% 


EARMARKINGS 

LOCATION OUTSTANDING 

46. Dayton $ 3,000,000 

47. Cincinnati 2 
KENTUCKY 

48. Covington 

49. Frankfort 

50. Louisville 4 000.000 
INDIANA 

51. Vincennes 270 00) 

52. Muncie yy) yy) 

53. Delaware County 

54. Decatur 500M 

55. Fort Wayne 1° 
MICHIGAN 

56. Detroit 25.00 
ILLINOIS 

57. Chicago 16,000.01 

58. Peoria 1 500,00 

59. East St. Louis 1,500,000 
NEBRASKA 

60. Omaha 2 100.00 
TEXAS 

61. Fort Worth 20 000 

62. Temple 

63. Austin 643,000* 

64. San Antonio 600,00 

65. Houston 2,250.00 

66. Paso 90D O00 
TOTAL $255,466,000 


* Loan Contracts Signed 
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ROW HOUSES 


1-STORY, 3 ROOMS 1-STORY, 4 ROOMS 1-STORY, 5 ROOMS, END. 1ST FLOOR 2ND FLOOR 
LOGAN FONTENELLE CHEROKEE TERRACE, DIXIE HOMES, MEMPHIS, TENN, 2-STORY, 6 ROOMS, END. 
HOMES (P, 398-399) ENID, OKLA. OUTHWAITE HOMES (P. 384-385) 


How } 


B-R: 


1ST FLOOR 2ND FLOOR 
2-STORY, 4 ROOMS 
TRUMBULL PARK HOMES (P. 392-393) 1ST FLOOR 2ND FLOOR 


2-STORY, 4 ROOMS. KENFIELD (P. 362-363) 


1ST FLOOR 2ND FLOOR 1ST FLOOR 2ND FLOOR 
2-STORY, 4 ROOMS, END. TRUMBULL PARK HOMES 2-STORY, 4 ROOMS, END. KENFIELD 


1ST FLOOR 2ND FLOOR 
5 ROOMS: 3 DOWN, 2 UPSTAIRS; 5 ROOMS: 2 DOWN, 3 UPSTAIRS. 2ND FLOOR 
LAKEVIEW TERRACE (P. 380-383) 4 ROOMS, 5 ROOMS, OFFSET. KENFIELD (P. 362-363) 


1ST FLOOR 2ND FLOOR 


2ND FLOOR 5 ROOMS, 6 ROOMS, OFFSET. OLD HARBOR VILLAGE (P. 366-367) 
4 ROOMS, 5 ROOMS, OFFSET. CHEATHAM PLACE (P. 404-405) 
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scALE IN FIVE FOOT UNITS 


FLATS | 


1ST FLOOR 2ND FLOOR 


2 ROOMS. BRAND WHITLOCK HOMES (P 388) | ie] ie 
| 


3 ROOMS, CORNER. | 
LANGSTON (P. 378.379) 


| 7 7 
L-R 
= 
i 
= 
3 ROOMS, OFFSET. 5 ROOMS, END.* 
1ST FLOOR 2ND FLOOR STANLEY S. HOLMES CEDAR SPRINGS PLACE 
4 ROOMS, CORNER. JULIA C. LATHROP HOMES (P. 390-391) VILLAGE (P, 370-371) (P. 397) 
1ST FLOOR 2ND FLOOR 
as 5 ROOM DUPLEX, 3 ROOM FLAT, 5 ROOM DUPLEX. BAKER HOMES (P. 360-361) 
R 


APARTMENTS 


9-10"12'-10" B. 
= 
= 94105121 
= 
= 
+f 0% 14-2 
- 3 ROOMS, 3 ROOMS, STRAIGHT. 4 ROOMS, 3 ROOMS, STRAIGHT, END. 4 ROOMS, 4 ROOMS, STRAIGHT, END. 
CEDAR SPRINGS PLACE (P. 397) LAUREL HOMES, CINCINNATI, OHIO UNIVERSITY TERRACE, COLUMBIA, S. C 
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| 
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APARTMENTS 


l 
| 
10'12"-4 12°4"*14-6 12°4 
4 ROOMS, 4 ROOMS, STRAIGHT. 
JANE ADDAMS HOUSES (P. 394-396) 
rT 
Bo 
B:R- K: RIK: 
— 
12-45-10" 
* 
5 ROOMS, 5 ROOMS, STRAIGHT, END. 4 ROOMS, 3 ROOMS, 5 ROOMS, 4 ROOMS, CRoss. 
NEW TOWNE COURT (P. 365) JULIA C. LATHROP HOMES (P. 390-391) 


LR 
W'13-10 


3 ROOMS, 4 ROOMS, CORNER. 3 ROOMS, 2 ROOMS, 3 ROOMS, CORNER. 3 ROOMS, 3 ROOMS, 3 ROOMS, CORNER. 
FAIRFIELD COURT (P. 368-369) FAIRFIELD COURT PARKLAWN (P. 400-401) 


BR: K 
11-9" 
| 
LR: | 
Wx 14411" 
FP | 
BR: 
r 
ca 
L 
Ori 
B-R 
K | L-K- 
9 0 | 10'-0*. 
5 ROOMS, 3 ROOMS, 3 ROOMS, OFFSET. 3 ROOMS, 3 ROOMS, 3 ROOMS, OFFSET. 
WESTFIELD ACRES (P. 372-375) UNIVERSITY TERRACE, COLUMBIA, Ss. C. 
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scALE IN FIVE FOOT UNITS 


APARTMENTS 


T 
11:0". 14-1" 


3 ROOMS, 2 ROOMS, 3 ROOMS, T-SHAPE. 
LANGSTON (P, 378-379) 


4 ROOMS, 3 ROOMS, 3 ROOMS, T-SHAPE. 
LAUREL HOMES, CINCINNATI 


BR: 


5 ROOMS, 3 ROOMS, 3 ROOMS, T-SHAPE. 
FAIF“\ELD COURT (P. 368-369) 


BR LIK al KL 
PP 
BR LR. BR: 


3 ROOMS, 3 ROOMS, 3 ROOMS, T-SHAPE. 


LAKEVIEW TERRACE 


(P. 380-383) OLD HARBOR VILLAGE 


LR 


5 ROOMS, 3 ROOMS, 5 ROOMS, T-SHAPE. 
WESTFIELD ACRES (P. 372-375) 


BR: B. 
L: R: 
910-5 

a K. BR 


5 ROOMS, 4 ROOMS, 5 ROOMS, T-SHAPE. 
NEW TOWNE COURT (P. 365) 


3 ROOMS, 4 ROOMS, 3 ROOMS, T-SHAPE. 


(P. 366-367) 
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ARCHITECTS: Chief, Richmond H. Shreve; 
Associates, James F. Bly, Matthew W. 
Del Gaudio, Arthur C. Holden, William 
Lescaze, Samuel Gardstein, Paul Trapani, 
G. Harmon Gurney, Harry Leslie Walker, 
John W. Ingle, Jr.; Office Manager, Irwin 
Clavan. 

SITE: Slum; 25 acres. 

BUILDING TYPE: 4-story walk-up apart- 
ments. 

SIZE: 1,622 living units. 49 2-room; 769 
3-room; 737 4-room; 67 5-room. 


SITE COVERAGE: 80 per cent. 


COST: Total $12,483,193 
Land 3,945,875 
Construction 8,490,885 
Landscaping 46,433 


Construction cost per room 

(including Landscaping) 1,500.84 
RENT: Average per room per month 
excluding service charge: $7.12 
including heat, hot water, light, 
refrigeration and cooking: $8.52 
Ref: Arcu. Forum, Dec. 1937, p. 495 
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WILLIAMSBURG HOUSES, BROOKLYN, N. Y. 
ae 
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CONSTRUCTION OUTLINE 


FOUNDATION: Walls—12 in. concrete, con- 
tinuous spread footings. Floors—concrete 
= mesh reenforced, 6 in. stone or gravel 

STRUCTURE: Exterior walls—brick veneer, 
clay tile curtain wall, exposed concrete span- 
drel beams; backup tile, National Fireproof 
Co.; mortar, Hi-Test Cement Co. Water- 
Proofing—asphalt on tile. Stone trim—Dex- 
tone Co. Wood base and plaster walls. Alumi- 
num sills, C. E. Halback Co. Interior parti- 
tions—2 in. solid plaster with 3 or 4 in. around 
baths, Stairhalls and between units. Stairhall 
tile, National Fireproofing Co. Floor con- 
Struction—solid concrete girderless slab 
skeleton, Ceilings—painted. 

ROOF: Same as for floor, covered with 5-ply 
composition slag roof. 

SHEET METAL WORK: Flashing—16 oz. 
copper 

INSULATION: Roof—Celotex Corp. Weather- 
Stripp \g—Cosmopolitan Weather Strip Co. 
WINDOWS: Steel sash casement type, De- 


troit Steel Products Co. Glass: Store fronts 
polished plate, Pittsburgh Plate Glass Co. 
Glass brick—Corning Glass Works. 

STAIRS: Pan type, cement fill, cast iron 
safety treads, C. E. Halback Co. 

FLOORS: Living rooms, bedrooms and halls 
—wood laid in mastic on concrete. Kitchen— 
linoleum. Bathrooms—ceramic tile, Trent 
Tile Co. 

WALL COVERINGS: Living rooms, bed- 
rooms and halis—plaster, U.S. Gypsum Co. 
Kitchen and bathrooms—Keene’s cement, 
Best Bros. Keene’s Cement Co. 
WOODWORK: Wood doors, Weisberg- Baer 
Co. 

HARDWARE: Interior and exterior—P. & F. 
Corbin Co. 

PAINTING: Interior walls, trim and sash— 
lead and oil. Ceilings—concrete paint. Ex- 
terior sash—lead and oil. 

ELECTRICAL INSTALLATION: Rigid steei 
conduit, General Electric Co. Wire, Circle 
Wire & Cable Co. Fixtures, Pass & Seymour, 
Inc. 

KITCHEN EQUIPMENT: Stove—electric, 
Edison General Electric Co. Refrigerator— 


electric, Westinghouse Electric & Mfg. Co. 
Sink—Standard Sanitary Mfg. Co. Cabinet—- 
wood, Weisberg-Baer Co. 


LAUNDRY EQUIPMENT: Sink—Alberene 
Stone Corp. 


BATHROOM EQUIPMENT: All! fixtures by 
Standard Sanitary Mfg. Co. Cabinet—Philip 
Carey Co. 


PLUMBING: Pipes: Cast iron—U.S. Pipe & 
Foundry Co. and Central Foundry Co. 
Wrought iron—Reading Iron Co., A. M. Byers 
Co. Steel—National Tube Co. Brass—Bridge- 
port Brass Co. 

HEATING: Central steam type system. Boi!- 
er—portable steel, L. P. firebox, Farrar & 
Trefts, Inc. Fuel—oil, rotating cup burner, 
ray and preferred; semi-automatic combina- 
tion control, preferred. Radiators—cast iron 
tubular, H. W. pattern, National Radiator 
Corp. and American Radiator Co. Radiator 
vaives and traps—C. A. Dunham Co. Auto- 
matic heat control, C. A. Dunham Co. Genera- 
tors—H. W., Patterson- Kelley. 


SPECIAL EQUIPMENT: Incinerators—Py- 
roneel—J. C. Rochester Co., Inc. 
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NEW YORK BAKER HOMEs. 


LACKAWANNA 


ARCHITECTS: Chief, Harry F. Hudson; As 
sociates, Paul H. Hudson, James W. 
Kideney. 

SITE: Vacant; 12 acres. 

BUILDING TYPES: 2-story row houses and 
2-story flats. 

SIZE: 271 living units. 66 3-room; 125 
4-room; 68 5-room; 12 6-room. 


COST: Total $1,428,367 
Land 76,256 
Construction 1,329,000 
Landscaping 23,111 


Construction cost per room 
(including Landscaping): 1,218.1! 
RENT: Not yet fixed. Construction incom 
plete. 
See page 353 for unit plans. 
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Appleton Studio 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—brick veneer 
on % in. sheathing covered with building 
paper on 2 x 4 in. studs; inside gypsum lath 
and plaster. Sills—stone, Woolery Stone Co. 
Metal copings and flashing, Philip Carey Co. 
Interior partitions—frame, plastered on gyp- 
sum lath and 8 in. terra cotta tile firewalls 
between units, Central Clay Co. Floor con- 
struction—wood Joists. 

ROOF: Wood rafters covered with % in. sheath- 
ing, 4-ply asphalt roofing, Philip Carey Co. 
INSULATION: Roof-Rocktex bats between 
roof rafters, Philip Carey Co. Weatherstrip- 
ping—J. J. Graciano. 

WINDOWS: Metal casements and screens, 
Hopes Windows, Inc. Glass—Libbey-Owens- 
Ford Glass Co., American Window Glass Co. 
and Biue Ridge Giass Co. 

STAIRS: Wood, Serley Sash & Door Co. 
FLOORS: All rooms and porches—wood, Ser- 
ley Sash & Door Co., except ceramic tile in 
bathrooms, Sparta Ceramic Tile Co. 
WOODWORK: Interior doors—wood, Wash- 
ington Door Co. 

HARDWARE: Lockwood Hardware Mfg. Co. 
PAINTING: Interior walls, trim, sash and 
exterior sash—lead and oil. Ceilings—con- 
crete paint. 

ELECTRICAL INSTALLATION: Rigid stee! 
conduit, General Electric Co. Outlet boxes— 
Sterling Mfg. Co. Rubber insulated wire and 
flush toggle switches—General Electric Co. 
Fixtures—Pass & Seymour. 

KITCHEN EQUIPMENT: Range—gas, J. 
Rose & Co., Inc. Refrigerator—electric, West- 
inghouse Electric & Mfg. Co. Sink and-iaun- 
dry tray—Standard Sanitary Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinet—metal, 
Philip Carey Co. 

PLUMBING: Pipes: Cast iron—Buffalo Pipe 
& Foundry Co. and Medina Iron & Brass Co. 
Wrought lIron—Cohoes Co. Steel—Bethiehem 
Stee! Corp. Copper tubing—Chase Brass & 
Copper Co. 
HEATING: Individual warm air heaters: 
coal, hand fired. Combination gas H. W. 
heater, Hedges, Walsh & Wiedner. 
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ARCHITECTS: Chief, Chester Oakley; Asso- 
ciates, Robert North, Mortimer J. Mur- 
phy, Paul F. Mann, Fred R. Hopkins, Ear! 
Martin, Louis Greenstein, George J. Dietel, 
Albert A. Rumschik. 

SITE: Vacant; 46 acres. 

BUILDING TYPES: 3-story apartments, 2- 
story row houses, and 2-story flats. 

SIZE: 656 living units; 120 3-room; 290 4- 
room; 246 5-room. 

SITE COVERAGE: 25 per cent. 


362 


cost: Total $4,285,437 
Land 286,097 
Construction 3,939,722 
Landscaping 59,618 

Construction cost per room 

(including Landscaping) $1,451.13 

RENT: Average per room per 

month excluding service charge: $5.19 

including heat, hot water, light, 

refrigeration and cooking: $7.00 


See page 352 for unit plans. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—brick veneer 
and hollow tile, Acme Shale Brick Co., asphalt 
dampproofing on backup walls. Interior parti- 
tions—2 in. solid plaster, 3 and 4 in. tile 
Partitions. Stairhalls—4 in. salt glazed tile, 
National Fireproofing Co. Plaster—Certain- 
teed Products Corp. and U. S. Gypsum Co. 
Floor construction—concrete slab and beam. 
Ceilings—finished concrete, painted. 


ROOF: Covered with composition 5-ply. 

SHEET METAL WORK: Flashing and gut- 

ters—16 oz. copper. 

INSULATION: Roof—Celotex Corp. Weather- 

Strippins, Pyramid Metal Co. 

Metal casements and screens, 
uscon Steel Co. Glass—double strength, 


quality B, Blue Ridge Glass Co. and Libbey- 
Owens-Ford Glass Co. 

STAIRS: Metal pan type, General Bronze 
Corp. Treads—asphalt tile. 

FLOORS: Main rooms—asphalt tile, Thomas 
Moulding Tile Co. Kitchen—linoleum. Bath- 
rooms—ceramic tile, National Tile Co. 
WOODWORK: Shelving and doors—Hyde- 
Murphy Co. 

HARDWARE: Interior and exterior—Lock- 
wood Hardware Mfg. Co. 

PAINTING: Interior walls, trim and sash and 
exterior sash—lead and oil. 

ELECTRICAL INSTALLATION: Rigid steel 
conduit—National Electric Products Corp. 
Rubber insulated wire—General Cable Co. 
Outlet boxes—General Electric Co. Switches— 
flush toggle, Bryant Electric Co. Fixtures— 
Pass & Seymour. 


KITCHEN EQUIPMENT: Range—electric, 
Edison, General Electric Co. Refrigerator— 
electric, Westinghouse Electric & Mfg. Co. 
Sink and laundry tray—combination, Crane 
Co. Cabinet—wood, Hyde-Murphy Co. 
BATHROOM EQUIPMENT: All fixtures by 
Crane Co. Cabinet—metal, Philip Carey Co. 
PLUMBING: Pipes: Cast iron—Buffalo Pipe 
& Foundry Co. Wrought iron—Republic Stee! 
Co. Steei—Bethiehem Steel Corp. and Repub- 
lic Steel Co. Brass and copper tubing—Chase 
Brass & Copper Co. 

HEATING: Central steam type. Boiler—bent 
water tube, Babcock & Wilcox Co. Fuel—coal, 
automatic combustion control, A. W. Cash; 
underfeed stoker, Riley. Radiators—cast iron, 
H. W. pattern, American Radiator Co. Vaives 
and traps and automatic heat control, C. A. 
Dunham Co. Hot water generators—Ross 
Heater & Mfg. Co. 
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IVER HOUSES, NEW YORK 


NEW YORK HARLEM R 
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ARCHITECTS: Chief, Archibald Manning COST: Total $3,897,458 7 
Brown; Associates, Horace Ginsbern, Land 1,128,384 § 
Charles F. Fuller, John Louis Wilson, Construction 2,739,664 
Frank J. Forster, Will Rice Amon, Richard Landscaping 29,410 . 
W. Buckley. Construction cost per room C 


(including Landscaping): 1,427.36 


SITE: Vacant; 9 acres. RENT: Average per room per month 


BUILDING TYPES: 4 and 5-story walk-up excluding service charge: 7 
apartments. including heat, hot water, light, 
refrigeration and cooking: $8.52 


SIZE: 574 living units. 60 2-room; 259 
3-room; 232 4-room; 23 5-room. 
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See page 451, for Construction Outline. 
Ref: Arcu. Forum, Dec. 1937, p. 500-502. 
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ARCHITECTS: Chief, Henry C. Robbins; 
Associates, Chester Lindsay Churchill, An- 
drew H. Hepburn, I. Howland Jones, 
Isidor Richmond, John W. Ames, Jr., 
Charles R. Greco. 

SITE: Slum; 9 acres. 

BUILDING TYPE: 3-story apartments. 

SIZE: 294 living units. 92 3-room; 114 4- 
room; 88 5-room. 


SITE COVERAGE: 20 per cent. 


COST: Total $2,255,458 
Land 853,624 
Demolition 32,820 
Construction 1,369,014 
Landscaping 17,503 

Const: ‘ction cost per room 

(incl: ing Landseaping) $1,183.03 


RENT: Average per room per 

month excluding service charge: %4.64 
including heat, hot water, re- 
frigeration and cooking: $6.75 
See pages 354 and 355 for unit plan. 

See page 451 for Construction Outline. 
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MASSACHUSETTS HARBorR VILLAGE, BOSTON 
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ARCHITECTS: Chief, Joseph D. Leland: As 
sociates, Niels -H. Larsen, James Ford 
Clapp, Davis W. Clark, Jr.. Howard T 
Clinch, Frank W. Crimp, Maurice Feather, 
J. Lovell Little, George S. MeLaughilin, 
William Stanley Parker, Charles A. Whitte 
more, Felix A. Burton, Walter E. Camp 
bell, F. Trevor Hogg, Eleanor Manning 
O'Connor, Alexander Scholtes. 

SITE: Vacant; 31 acres. 

BUILDING TYPES: S-story apartments and 
2-story row houses. 

SIZE: 1,016 living units. 413 3-room; 4 3%» 
room; 442 4-room; 23 4%4-room; 134 5- 


room. 

SITE COVERAGE: 20 per cent. 

COST: Total $5,838,698 
Land 520,079 
Construction 5.257.919 
Landscaping 60,700 


Construction cost per room 

(including Landscaping) , 1377 
RENT: Average per room per month 
excluding service charge: 84.93 
including heat, hot water, light, 
refrigeration and cooking: $6.75 
SPECIAL FEATURES: Available to all tenants 
are 25 conveniently located laundry rooms 
equipped with wash tubs, hot plates, iron- 
ing boards and drying rooms; and 6 recre: 
tion and social rooms. The “4.” reom re- 
ferred to is a child’s small sleeping room. 
See pages 352 and 355 for unit plans. 
See page 451 for Construction Outline. 
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ARCHITECTS: Chief. William J. Provoost: 
Associates, David C. Sanford, Jr.. Nelson 
E. Emmons. 

SITE: Vacant; 5 acres. 

BUILDING TYPES: $-story apartments and 
1 and 2-story row houses. 

SIZE: 146 living units; 18 2-room; 72 3- 
room, 33 4-room; 23 5-room. 


COST: Total $772,195 
Land 67,664 
Construction 690,741 
Landscaping 13,790 


Construction cost per room 

(including Landscaping): 1,411.88 
RENT: Average per room per month 
excluding service charge: $5.82 
including heat, hot water, light, 
refrigeration and cooking: $8.77 
See pages 354 and 355 for unit plans. 
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Dayton Snyder 


TYPICAL KITCHEN 


Dayton Snyder 


1938 


CONSTRUCTION OUTLINE 


FOUNDATION: Walis—12 in. concrete to 
grade, 4 in. brick, 8 in. concrete grade to 
Ist floor, continuous spread footings. Floor— 
concrete, 6 in. stone or gravel fill. 
STRUCTURE: Exterior walis—brick veneer 
and clay tile backup, National Fireproofing 
Co.; asphalt dampproofing on backup walis 
which are plastered; metal base, Knapp Bros.: 
aluminum sills, Stillwell Iron; stone door sills 
and copings. Waterproofing—membrane. tn- 
terior partitions—2 in. solid piaster, 3 or 4 
in. tile partitions, New Jersey Hollow Tile 
Co. Apartment stairhal!—salt glazed brick, 
Cambria Clay Products Co. Floor construction 
—concrete siab and beam. Ceiling—finished 
concrete, painted; 2nd floor plaster on metal 
lath and wood Joists. 

ROOF: Concrete siab and beam covered with 
composition 5-ply for flat roofs; wood trussed 
rafters covered with slate for sloping roofs, 
Rising & Nelson Slate Co. 

SHEET METAL WORK: Flashing, gutters, 
leaders and downspouts—16 oz. copper. 
INSULATION: Attic floor and roof—Johns.- 
Manville. Weatherstripping—spring bronze 
and brass or bronze thresholds. 

WINDOWS: Metal casements and screens— 
J. S. Thorn Co. Glass—double strength, qua!- 
ity A and B, Fourco Glass Co., American 
Window Plate Co., Pittsburgh Plate Glass 
Co. and Mississippi Glass Co. 

STAIRS: Metal pan type, cement filled treads 
and platforms, Stillwell Iron Works. Asphait 
tile finished treads. 

FLOORS: Main rooms—asphait tile, Arm- 
strong Cork Products Co. Kitchen—linoleum. 
Bathrooms—ceramic tile, Architectural Tiling 
Co. Porches—cement. 

WALL COVERINGS: All rooms—plaster, U. 
S. Gypsum Co., except kitchen and bath- 
rooms—Keene’s cement, American Cyanamid 
Chemical Corp. 

WOODWORK: Shelving, cabinets and doors 
—Wood, Brockway, Smith, Hugh Lovell Co. 
HARDWARE: Interior and exterior—Yale & 
Towne Mfg. Co. 

PAINTING: Interior walls, trim, sash and 
exterior sash—lead and oil. Ceilings—con- 
crete paint. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem: Lighting—1l phase, 3 wire; power—3 
phase, 3 wire. Rigid steel conduit—Youngs- 
town Sheet & Tube. Outlet boxes—National! 
Electric Products, Inc. Switches—fiush toggle, 
Bryant Electric Co. Fixtures—porcelain and 
open glass shade direct, Pass & Seymour, Inc. 
KITCHEN EQUIPMENT: Range—electric, 
Edison General Electric Appliance Co. Re- 
frigerator—electric, Westinghouse Electric & 
Mfg. Co. Sink—Kohler Co. Cabinet—wood, 
Farley & Loetscher Mfg. Co. 

LAUNDRY EQUIPMENT: Sink—Alberene 
Stone Corp. 

BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. 

PLUMBING: Pipes: Cast iron—Central Foun- 
dry Co. Wrought iron—Reading Iron Co. 
Steel—Spang—Chalfont Co. Brass and copper 
tubing—American Brass Co. 

HEATING: Central steam type. Boiler— 
straight L. P. water tube, International. Fue! 
—oil; rotating cup burner and semi-automatic 
combustion control, Petroleum Heat & Power. 
SPECIAL EQUIPMENT: Incinerators—Lam 
bert-Sawyer Co. 
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NEW JERSEY sTANLEY S. HOLMES VILLAGE, ATLANTIC Crty 


K- {STOR 
10-9%10:9" 


| STREET COURT COURT COURT STREET 
SECOND FLOOR 
FIRST FLOOR 

ARCHITECTS: Chief, J. Vaughn Mathis; As- COST: Total $1,396,150 Construction cost per room 
sociates, Vivian B. Smith, Herman Turon. Land 252,510 (including Landscaping) : $1,230.91 
SITE: Slum; 8 acres. Demolition 1,350 RENT: Average per room per month 
BUILDING TYPES: 2- and 3-story row houses Construction 1,119,977 excluding service charge: $5.51 
and 2- and 3-story flats. Landscaping 22,313 including heat, hot water, light, 
SIZE: 277 living units; 184 3-room; 89 4- refrigeration and cooking: $8.08 
room; 4 5-room. See page 353 for unit plan. 
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1938 


CONSTRUCTION OUTLINE 


FOUNDATION: Walis—12 in. concrete, pile 
footings. Floor—concrete slab, mesh reen- 
forced, 6 in. stone or gravel fill. Waterproofing 
—metaliic type inside wall of meter rooms, 
exterior of heating plant, floors of meter 
rooms and boiler plant. 

STRUCTURE: Exterior walis—brick veneer 
and concrete block backup, Concrete Block 
Corp.; asphalt dampproofing on backup walis. 
Partitions—2 in. solid plaster, 3 in. concrete 
block, Concrete Block Corp. Floor construc- 
tion—concrete slab and beam, reenforced by 
Concrete Steel Co. 

ROOF: Construction—concrete slab and beam, 
covered with composition 5-ply. 

CHIMNEY: Radial brick, Alphons Custodis. 
SHEET METAL WORK: Fliashing—l16 oz. 
copper. 

INSULATION: Roof—Armstrong Cork Prod- 
ucts Co. Weatherstripping—spring bronze and 
brass or bronze thresholds, Chamberlin Metal 
Weather Strip Co. 

WINDOWS: Metal casements, Truscon Stee! 
Co. Glass—double strength, quality B, Missis- 
sippi Glass Co. and Pittsburgh Piate Glass Co. 
STAIRS: Metal pan type, metal risers and 
wall stringers, cement filled treads and inter- 
mediate platforms, Cornell Iron Studios. 
FLOORS: Main rooms—asphait tile, Uvalde 
Rock Asphait Co. Kitchen—linoleum. Bath- 
rooms—ceramic tile, New Jersey Porcelain Co 
WALL COVERINGS: Main rooms—plaster. 
Kitchens and bathrooms—Keene’s cement 
plaster. 

WOODWORK: Shelving and doors—Somers 
Lumber Co. 

HARDWARE: Interior and exterior—P. & F. 
Corbin Co. 

PAINTING: Interior walis, trim, sash and 
exterior sash—lead and oil. Ceilings—con- 
crete paint. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem: Lighting—1l phase, 3 wire; power—3 
phase, 3 wire. Rubber insulated wire, Crescent 
Insulated Wire Co. Outlet boxes, Jefferson 
Electric Co. Rigid steel conduit, Youngstown 
Steel & Tube Co. Switches—fiush toggle. Fix- 
tures—Porcelain open and enclosed. 
KITCHEN EQUIPMENT: Range—Crown 
Stove Works. Refrigerator—Westinghouse 
Electric & Mfg. Co. Sink and laundry tray— 
combination, Kohler Co. Cabinet—Excel Meta! 
Cabinet Co. 

BATHROOM EQUIPMENT: All fixtures— 
Kohler Co. 

HEATING: Central hot water type. Under- 
ground Conduit—Ric-Wil. Boiler—horizontal 
return tubular, Titusville tron Works Co. 
Fuel—coal, automatic combustion control; 
underfeed stoker, Detroit Stoker Co. Radia- 
tors—cast iron tubular, H. W. pattern, Na- 
tional Radiator Co. Automatic heat control, 
Minneapolis-Honeywell Regulator Co. Hot 
water generators—Quaker City. 
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ARCHITECTS: Chief, Joseph N. Hettel; As- 
sociates, Clarence L. MacNelly, F. Herbert 
Radey, Arthur B. Gill, Oscar Stonorov, 
Herbert N. Moffett, Howard E. Hall, 
Joshua C. Jefferis, George L. J. Neutze. 
SITE: Vacant; 25 acres. 

BUILDING TYPE: 3-story apartments. 

SIZE: 514 living units. 278 3-room; 165 
4-room; 71 5-room. 


SITE COVERAGE: 15 per cent. 


COST: Total $2,715,033 
Land 67,325 
Construction 2,603,214 


20 pATA 


Landscaping S44 494 
Construction cost per room 


(including Landscaping) : $1,431.96 


RENT: Average per room per 


month excluding service charge: $4.89 
including heat, hot water, light, 
and refrigeration: $7.32 


SPECIAL FEATURES: Available to all tenants 
are ten centralized laundries located in 
the basements, equipped with tubs, hot 
plates, drying rooms and ironing boards. 


See pages 354, 355 and 375 for unit plans. 
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WESTFIELD ACRES, CAMDEN, N. J. 


F. 8S. Lincoln Photos 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—brick veneer and cinder kr, 
block backup, Joseph Lolli Estate; asphait dampproof. 
ing on backup walis; metal base, Milcor Stee! Co.: : 
aluminum sills, General Bronze Corp. Clay tile butt * 
joint coping. Interior partitions—@ in. solid plaster, 3 
and 4 in. cinder concrete block, Cinder Concrete Corp. 
Stairhalis—4 in. face tile, West Virginia Brick Co. Floor 
construction—concrete siab and beam. Ceiling-—fin- 
ished concrete, painted. 
ROOF: Same as floor construction covered with com- 
position 5-ply. 
SHEET METAL WORK: Fiashing—I16 oz. copper. 
INSULATION: Roofs—material by Armstrong Cork 1 
Products Corp. Weatherstripping—spring bronze and a 
thresholds, Chamberlin Metal Weather Strip Co. 
WINDOWS: Metal casements and screens—Michael 
Fiynn Mfg. Co. Glass—%% in. polished plate in entrance 
doors to apartment buildings. Window glass-——double 
strength, quality B, Mississippi Glass Co. 
STAIRS: Metal pan type, metal risers and stringers, 
cement filled treads and intermediate platforms, Gen- 
eral Bronze Corp. 
FLOORS: Main rooms—asphalt tile, Thomas Moulding 
Co. Kitchens—linoleum. Bathrooms—ceramic tile, | 
Sparta Ceramic Tile Co. } 
WOODWORK: Shelving and doors—wood, Hall! Bros. 4 
HARDWARE: Interior and exterior—Sargent & Co. y 
PAINTING: Interior walls, trim and sash, and exterior i 
sash—ilead and oil. Ceilings—concrete paint. 
ELECTRICAL INSTALLATION: Wiring system: Rub- 
ber insulated wire, American Steel & Wire Co. Rigid 
steel conduit, Garland Mfg. Co. Outlet boxes, Aijllied 
Metal Stamping Co. Switches—toggie type, Arrow, Hart 
& Hegeman. Fixtures—Arrow, Hart & Hegeman. 
KITCHEN EQUIPMENT: Range—electric, Edison, 
General Electric Co. Refrigerator—electric, Westing- 
house Electric & Mfg. Co. Sink and laundry tray—com- 
e LAUNDRY EQUIPMENT: Sink—Alberene Stone Corp. 
BATHROOM EQUIPMENT: All fixtures by Standard 
Sanitary Mfg. Co. Cabinet—metal, Philip Carey Co. 
PLUMBING: Pipes: Cast iron—Crane Co. and Alabama 
PAS SAGE Pipe Co. Wrought iron—Reading Iron Co. and South 
Chester Tube Co. Steel—South Chester Tube Co. Brass py 
e ae and copper tubing—Chase Brass & Copper Co., Inc. 
HEATING: Steam: Moderator System, Warren Web- 
ster & Co. Underground conduit—Ric-Wil. Boiler—bent 
water tube, Bigelow; pressure type oi! burner, Dahl. 
Fuel—oil; semi-automatic combustion control, Dahl. 
Radiators—cast iron tubular, H. W. pattern, National! : 
Radiator Co. Vaives, thermostatic and drip traps— 
Warren Webster & Co. Hot water generators—Frank. 
SPECIAL EQUIPMENT: Incinerators—Sargent Build- 
ing Supply Co. 
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ARCHITECTS: Chief, Walter H. Thomas: 
Associates, Robert R. MecGoodwin, Ed- 
mund B. Gilchrist, Clarence De Armond, 
Donald Folsom, Walter Antrim, Harold 
M. Saunders. 

SITE: Vacant; 24 acres. 

BUILDING TYPES: 1 and 2-story row houses 
and 2-story flats. 

SIZE: 258 living units. 74 3-room; 143 
4-room; 41 5-room. 

SITE COVERAGE: 12 per cent. 


COST: Total $1,763,625 
Land 101,065 
Demolition 1,031 
Construction 1,614,227 
Landscaping 47,300 


Construction cost per room 
(including Landscaping): 1,663.19 
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RENT: Average per room per month 


excluding service charge: $5.08 
including heat, hot water, light, 
refrigeration and cooking: $7.25 


SPECIAL FEATURES: Included in the devel- 
opment are a large social and recreation 
building, and two completely equipped 
laundries. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walle—brick facing 
backed with terra cotta tile; dampproofed 
with asphait. Interior partition—@ in. solid 
plaster, 3 in. tile. Floors—reenforced concrete 
Ceilings—finished concrete, painted. Brick by 
Philadelphia Brick Co., Beldon Brick Co. and 
Hydraulic Press Brick Co. Calking compound 
—Colbar Paint & Varnish Co. and Tremco 
Mfg. Co. 

ROOFS: Fiat reenforced concrete siabs cov- 
ered with 5-ply builit-up composition, Philip 
Carey Co. 

INSULATION: Roof—Temiock, Armstrong 
Cork Co., 2 in. cork board. Weatherstripping— 
on exterior doors, Chamberlin Metal Weathe: 
Strip Co. 

WINDOWS: Steel casements, J. S. Thorn Co 
Giass—double strength, quality A, Mississippi 
Glass Co. and Pittsburgh Plate Glass Co 
Screens—copper, Michigan Wire Cloth Co. and 
N. Y. Wire Cloth Co. 

STAIRS: Steel, Samuel J. Creswell! tron 
Works; asphalt tile treads. 

FLOOR COVERINGS: All rooms—asphait tile, 
David Kennedy, inc. Kitchens—linoleum. 
Bathrooms—ceramic tile. 

WOODWORK: Trim—metal. Shelving—wood, 
Biles-Colman Lumber Co. Cabinets—Murphy 
Door Bed Co. Interior doors—holiow metal, 
Bethlehem Steel Co. and Aetna Steel Products 
Co. Exterior doors—wood, Central Door Co. 
HARDWARE: P. & F. Corbin Co., Nationa! 
Lock Co. and Reliance Stee! Products Co. 
ELECTRICAL INSTALLATION: Conduit— 
rigid steel, electric metallic tubing. Switches 
—fliush toggle. Zinc coated conduit-—-Gariland 
Mfg. Co. Cable—American Steel & Wire Co. 
Rubber insulated wire—Okonite Callendar 
Cable Co. 

KITCHEN EQUIPMENT: Range—electric, 
Edison General Electric Appliance Co. Refrig- 
erators—Westinghouse Electric & Mfg. Co. 
Sink and trays—Kohler Co. Cabinets—Murphy 
Door Bed Co. 

BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Cabinet—Philip Carey Co. 
PLUMBING: Pipes: Soil, waste and vent— 
cast iron. Water supply—brass. 

HEATING: Webster Moderator System, War- 
ren Webster & Co. Combination vacuum and 
direct steam and warm air circulating units. 
Boiler—horizontal return tubular type, Ames 
tron Works. Fueil—coal, fired by automatic 
stokers, Riley Stoker Corp. Valves—manually 
operated. 
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ARCHITECTS: Chief, Hilyard R. Robinson, 
Associates, Irwin S. Porter, Paul R. Wil- 
liams. 

SITE: Vacant; 14 acres. 

BUILDING TYPES: 8 and 4-story apartments, 
2-story row houses and 2-story flats. 
SIZE: 274 living units. 19 2-room; 161 3- 
room; 88 4-room; 6 5-room. 


COST: Total $1,553,146 
Land 83,707 
Construction 1,444,599 
Landscaping 24,840 


Construction cost per room 
(including Landscaping): 1,627.28 
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RENT: Average per room per month 


excluding service charge: $5.40 
including heat, hot water, light, 
refrigeration and cooking: $7.45 


See pages 353 and 355 for unit plans. 
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CONSTRUCTION OUTLINE 


FOUNDATION: Walis—12 in. concrete to 
grade, 4 in. brick and 8 in. concrete grade to 
first floor, continuous spread footings. Floor 
concrete, 6 in. stone or gravel fill. 
STRUCTURE: Exterior walis—brick veneer, 
tile backup, United Clay Products Corp., 
asphait dampproofing on backup walis, plas- 
ters, metal base, interlocking tile coping: 
aluminum window sills, General Bronze Corp. 
Interior partitions—2 in. solid plaster, 3 or 4 
in. partition tile, United Clay Products Corp. 
Stair halis—gliazed brick, West Virginia Brick 
Corp. Floor—concrete slab and beam. Ceiling 
—finished concrete, painted. Cement by Allen- 
town Portland Cement Co. and Lehigh Port- 
land Cement Co. 

ROOF: Concrete siab and beam covered with 
composition 5-ply. 

SHEET METAL WORK: Fiashing—Il16 oz. 
copper. 

INSULATION: Roof—Celotex Corp. Weather. 
stripping—spring bronze and brass or bronze 
thresholds. 

WINDOWS: Metal casements and sash— 
Campbell Metal Window Corp. Glass—doubwle 
strength, quality B, Mississippi Glass Co. and 
American Window Glass Co. 

STAIRS: Metal pan type, cement filled treads 
and platforms; asphalt tile finish on house 
treads; safety treads for apartments, Gen- 
eral Bronze. 

FLOORS: Main rooms—asphalt tile, Thomas 
Moulding Co. Kitchens—linoleum. Bathrooms 
—ceramic tile, Sparta Ceramic Tile Co. 
WALL COVERINGS: All rooms—plaster, 
U. S. Gypsum Co., Bathrooms—Keene's ce- 
ment, U. S. Gypsum Co. 

WOODWORK: Sheiving and doors—Hyde- 
Murphy Co. 

HARDWARE: Lockwood Hardware & Mfg. 
Co. 

PAINTING: Interior walls, trim and sash and 
exterior sash—lead and oil. Ceilings—con- 
crete paint. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem: Lighting—3 phase, 4 wire; power—3 
phase, 3 wire. Rigid steel wire—Youngstown 
Sheet & Tube Co. Outlet boxes—Stee!l City 
Electric Co. Rubber insulated wire—Crescent 
Insulated Wire & Cable Co. Switches—fiush 
toggle, Bryant Electric Co. Fixtures—porce- 
lain and enclosed direct, Pass & Seymour, Inc. 
KITCHEN EQUIPMENT: Range—electric, 
Edison General Electric Co. Refrigerator— 
electric, Westinghouse Electric & Mfg. Co. 
Sink—Standard Sanitary Mfg. Co. Cabinet— 
metal, Excel Metal Cabinet Co. 

LAUNDRY EQUIPMENT: Sink—Alberene 
Stone Corp. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. ; 
PLUMBING: Pipes: Cast iron—Somervilie 
Iron Works and Krupp Mfg. Co. Wrought 
iron—Reading Iron Co. Steei—Republic Stee! 
Co. Brass and copper tubing—Chase Brass 
& Copper Co. 

HEATING: Central steam type. Underground 
Conduit—Ric-Wil. Boiler—H. P. firebox, 2 fire 
tubes, 1 water tube, International Boiler 
Works, coal, Keeler Co. oil. Underfeed stoker, 
Flynn, pressure type oil burner, Todd Dry 
Dock. Radiators—cast iron tubular, H. W. 
Pattern, American Radiator Co. Valves, traps 
and automatic heat control, C. A. Dunham 
Co.; H. W. generators, Sims Co. 

SPECIAL EQUIPMENT: Incinerators, Detroit 
Incinerator Co. 
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Rrnest Graham 


ARCHITECTS: Chief, Joseph L. Weinberg: 
Associates, William H. Conrad and Wal 
lace G. Teare. 

SITE: Slum; 22 acres. 

BUILDING TYPES: 2- and 8-story apartments 
and 2- and 3-story row houses. 

SIZE: 620 living units. 272 3-room; 230 
4-room; 35 4% room; 78 5-room; 5 5%. 


room. 

COST: Total $3,470,230 
Land 543,206 
Demolition 2.500 
Construction 2,864,750 
Landscaping 59,774 


Construction cost per room 
(including Landscaping): 1,265.48 
RENT: Average per room per month 


excluding service charge: $5.84 
including heat, hot water, light 
and refrigeration: $7.37 


SPECIAL FEATURE: Included in the devel- 
opment is a community house for use 
of the tenants. 

See pages 352 and 355 for unit plans. 
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LAKEVIEW TERRACE, CLEVELAND, OHIO 
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CONSTRUCTION OUTLINE 


FOUNDATION: Watlis—12 in. concrete to 
grade, 4 in. brick and 8 in. concrete grade to 
Ist floor, continuous spread footings. Floor 
concrete slab, mesh reenforced, 6 in. stone or 
gravel fill. 

STRUCTURE: Exterior walis—face brick 

veneer, Ohio Clay Co., backup tile, National 

Fireproofing Co., %4 in. plaster, glazed brick, 

Southern Fireproofing Co., metal base, Knapp 

Bros., Robinson Clay Co., Stowe Fuller Co. 

and Cleveland Builders’ Supply Co. Damp- 

proofing—Vortex Mfg. Co. Sills—aluminum, 

Aluminum Co. of America. Copings—lime- 

stone, Indian Hill Stone Co. Interior parti- 

tions—3 and 4 in. tile, Cleveland Builders’ 

Supply Co., 2 in. plaster, U. S. Gypsum Co. 

and Certain-teed Co. Fioor construction 

concrete siab and beam. Ceiling—finished 
concrete, painted. 

ROOF: Construction—concrete slab and beam 

covered with insulation and 5-ply composition 

roofing. 

SHEET METAL WORK: Fliashing—16 oz. 

copper. 

INSULATION: Roof—Temiock, Armstrong 

Cork Products Co. and Masonite, Masonite 

Corp. Weatherstripping—spring bronze ard 

extruded bronze or brass thresholds, Cham. 

berlin Metal Weather Strip Co. 

WINDOWS: Metal casements and screens, 

Truscon Steel Co. Glass—double strength, 

quality B for windows; plate for stores, Rol- 

land Glass Co. Screens—metal, Truscon Steel. 

STAIRS: Metal pan type, General Bronze 

Corp. Metal risers and stringers, cement 

filled treads and landings, cast iron safety 

treads for apartment stairs. 

FLOORS: Main rooms—wood. Kitchen— 

linoleum. Bathrooms—ceramic tile, Mosaic 

Tile Co. 

WOODWORK: Interior doors—Davis Ply- 

wood, Anderson Workworking Co. and Har- 

bor Plywood Corp. Exterior doors—wood, 

Teachout. Garage doors—Overhead Door Co. 

Screen doors—wood, Federal Screen Mfg. Co. 

HARDWARE: Beaton & Corbin. 

PAINTING: Interior walls, trim and sash, and 

exterior sash—lead and oil. Ceilings—con- 

crete paint. 

ELECTRICAL INSTALLATION: Rigid stee! 

conduit, Fretz-Moon Tube Co. Outlet boxes, 

flush toggle type switches and rubber in- 
sulated wire—General Electric Co. Fixtures— 
porcelain direct and enclosed direct, Pass & 

Seymour, Inc. 

COMMUNITY BUILDING AND NURSERY KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—electric, West- 
inghouse Electric & Mfg. Co. Sink—Standard 
Sanitary Mfg. Co. Cabinet—wood, Grand 
Rapids Store Equipment. 

COMMUNITY KITCHEN TYPICAL KITCHEN LAUNDRY EQUIPMENT: Sink—Alberene 

, Stone Corp. 

BATHROOM EQUIPMENT: All fixtures by 

Standard Sanitary Mfg. Co. Cabinet—metai, 

Philip Carey Co. 

PLUMBING: Pipes: Cast iron—Somerville 

Iron Works. Wrought iron—A. M. Byers Co. 

Steel—Jones & Laughlin Steel Corp. Brass 

and copper tubing—Bridgeport Brass Co. 

HEATING: Central steam type. Underground 

Conduit—Ric-Wil. Boiler— straight water 

tube, Union tron Works. Fuei—coal; spreader 

stoker and automatic combustion control, 

Detroit Stoker Co. Radiators—cast iron, H.W. 

pattern and convector type, American Radia- 

tor Co. Radiator valves and thermostatic 
traps—Warren Webster & Co.; H. W. genera- 
tors—Simms Co. 

SPECIAL EQUIPMENT: Incinerators—Sar- 

geant Building Supply Co. 
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OHIO OUTHWAITE HOMES, 


ARCHITECTS: Edward J. Maier, Travis G. 
Walsh, Leo J. Barrett. 

SITE: Slum; 21 acres. 

BUILDING TYPES: 3-story apartments, 2- 
story row houses and 2-story flats. 

SIZE: 579 living units. 46 2-room; 162 
$-room; 301 4-room; 36 5-room; 34 6-room. 
SITE GOVERAGE: 25 per cent. 


COST: Total $3,211,727 
Land 742,492 
Construction 2,420,335 
Landscaping 48,900 


Construction cost per room 
(including Landscaping): 1,139.95 


Ernest Graham Photos 


RENT: Average per room per month 


excluding service charge: $4.78 
including heat, hot water, light 
and refrigeration: $6.58 


See page 352 for unit plans. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—brick veneer 
and tile backup, Cleveland Builders’ Supply 
Co., asphalt dampproofing on backup walis, 
plaster; metal base, Knapp Bros.; aluminum 
sills, Aluminum Co. of America; stone cof- 
ings, Indiana Limestone Corp. Interior par- 
titions—2 in. solid plaster, 3 or 4 in. partition 
tile, Cleveland Builders’ Supply Co.; sait- 
glazed brick, Stork Buck Co. Floor con- 
struction—concrete siab and beam. Mortar- 
proofing—Master Builders. 

ROOF: Covered with composition 5-ply. 
SHEET METAL WORK: Flashing—16 oz. 
copper. American Brass Co. 

INSULATION: Roof—Celotex Corp. Weather- 
stripping—Master Metal Strip Service Co. 
WINDOWS: Metal casements and metal 
screens—Detroit Steel Products Co. Glass— 
double strength, quality A and B, Pittsburgh 
Plate Glass Co. and American Glass Co. 
Screens—copper, Johnson Metal Products Co.; 
bronze—Chase Brass & Copper Co. 

STAIRS: Metal pan type. 

FLOORS: Main rooms—wood, Wood Tile 
Corp. Kitchen—linoleum. Bathrooms—ceram- 
ic, Mosaic Tile Co. 

WOODWORK: Shelving and doors—wood, 
Hyde-Murphy Co. Garage doors—Overhead 
Door Co. 

HARDWARE: Norwalk Lock Co. Mail boxes 
—Auth Electric Supply Co. 

ELECTRICAL INSTALLATION: Rigid steel 
conduit—General Electric Co. Outlet boxes— 
Steel City Electric Co. Rubber insulated wire 
—General Cable Co. Switches—fiush toggle, 
Bryant Electric Co. Fixtures—porcelain and 
enclosed direct, Pass & Seymour, Inc. 
KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—electric, West- 
inghouse Electric & Mfg. Co. Sink—Kohler Co. 
Cabinet—wood, Grand Rapids Store Equip- 
ment Corp. 

BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Cabinet—metal, Philip Carey Co. 
PLUMBING: Pipes: cast iron—Central Foun- 
dry Co. Wrought iron—A. M. Byers Co. 
Steel—National Tube Co. Brass—American 
Brass. Copper tubing—Muelier Mfg. Co. 
HEATING: Central steam type. Underground 
Conduit—Ric-Wil, Boiler—portable ret. tubu- 
lar firebox, Kewanee Boiler Corp. Fueil—coal; 
underfeed stoker, Iron Fireman Mfg. Co., 
automatic combustion control, Teeple. Radia- 
tors—cast iron tubular, H. W. pattern, Ameri- 
can Radiator Co. Radiator Valves and ther- 
mostatic traps—Warren Webster & Co. Hot 
water generators—Patterson-Kelley Co. In- 
cinerators—Sargeant Building Supply Co. 
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CEDAR CENTRAL APARTM 


ARCHITECT: Walter R. McCornack. 

SITE: Slum; 18 acres. 

BUILDING TYPES: 3-story apartments. 
SIZE: 650 living units. 8 2-room; 354 
8-room; 222 4-room; 66 5-room. 

SITE COVERAGE: 25 per cent. 


COST: Total $3,023,176 
Land 603,372 
Construction 2,359,167 
Landscaping 60,637 


Construction cost per room 
(including Landscaping): 1,053.92 
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RENT: Average per room per month 


excluding service charge: $5.71 
including heat, hot water, light 
and refrigeration: $7.35 


Ref: Arcu. Forum, Dec. 1937, p. 498-499. 
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Ernest Graham Photos 


CONSTRUCTION OUTLINE 


STRUCTURE: Walis—Brick veneer and tile 
backup, National Fireproofing Co.; aluminum 
sills, Aluminum Co. of America; metal base, 
Sanymetal Products Co.; limestone coping, 
Indiana Limestone Co. Interior partitions— 
2 in. solid pilaster, 3 or 4@ in. tile dividing 
partitions. Stairhaiis—salt-glazed brick, Na- 
tional Fireproofing Co. Ceiling—concrete 
painted. 

ROOF: 5-ply composition; felt, Philip Carey 
Co. 

SHEET METAL WORK: Flashing, gutters, 
leaders and downspouts—16 oz. copper, Amer- 
ican Brass Co. Miscellaneous tronwork-——Gen- 
eral Bronze Corp. 

INSULATION: Roof—Celotex Corp. Weather- 
stripping—spring bronze or bronze, General 
Bronze Corp. 

WINDOWS: Steel casements and screens, 
Truscon Steel Co. Giass—Pittsburgh Plate 
Glass Co. 

STAIRS: Metal pan type, cement filled treads 
and platforms, General Bronze Corp. 
FLOORS: Main rooms—wood. Kitchen—lino- 
leum,. Bathrooms—ceramic tile, Sparta Ceram- 
ic Co. 

WOODWORK: Trim, shelving, cabinets and 
doors—wood, Hyde-Murphy Co. Interior metal 
bucks and doors—Sanymeta! Products Co. 
HARDWARE: Norwalk Lock Co. 
PAINTING: Lead and oil throughout. 
ELECTRICAL INSTALLATION: Wiring sys 
tem: Rigid steel conduit, flush toggle switches 
and rubber insulated wire, General Electric 
Co. Outlet boxes—General Electric Co. and 
National Electric Products Corp. Fixtures— 
porcelain and enclosed direct, Pass & Sey- 
mour, Inc. 

KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—electric, West- 
inghouse Electric & Mfg. Co. Sink—Standard 
Sanitary Mfg. Co. Cabinet—Berger Mfg. Co 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinet—Philip 
Carey Co. 

PLUMBING: Steam pipe—Jones & Laughlin 
Steel Co.; fittings—Grabier Mfg. Co. Cast 
iron soil—Central Foundry Co. Galvanized 
wrought iron—A. M. Byers Co. Copper tube 
hot water—Mueller Brass Co. 

HEATING: Fuel—coal, E. Keeler Co.; sto- 
kers, Hoffman Combustion Engineering Co.; 
feed water heater, Croll Reynolds Engineering 
Co.; control equipment, Forboro Co.; radia- 
tor valves and traps, Sarco Co.; radiators, 
National Radiator Co.; unit heaters, Perfe 
Radiator Co. 

SPECIAL EQUIPMENT: Incinerator—Ker- 
ner Incinerator Co. 


TYPICAL 
LIVING ROOM 
AND KITCHEN 
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ARCHITECTS: Chief, Harold H. Munger: 
Associates, Charles A. Langdon, Carl C. 
Britsch, Otto H. Hohly, Thomas D. Best, 
Karl B. Hoke, John J. Hayes, Frank 
Lange. 

SITE: Slum; 16 acres. 

BUILDING TYPES: 3-story apartments, 2 
story row houses and 2-story flats. 
SIZE: 264 living units; 20 2-room; 116 
3-room; 121 4-room; 7 5-room. 


SITE COVERAGE: 20 per cent. 


COST: Total $1,714,051 
Land 346,888 
Demolition 2,418 
Construction 1,336,615 
Landscaping 28,130 


Construction cost per room 
(including Landscaping): 1,504.67 
RENT: Average per room per month 


excluding service charge: $5.03 
including heat, hot water, light 
and refrigeration: $7.14 


SPECIAL FEATURES: Included in the devel 
opment is a day nursery and kindergarten 
for care of children whose mothers ate 
employed. 

See page 353 for unit plan. 

See page 451 for Construction Ov (line. 
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| OCKEFIELD GARDEN APARTMENTS. INDIANAPOLIS INDIANA 


ARCHITECTS: William Earl Russ, Merritt 
Harrison. 

SITE: Slum; 22 acres. 
BUILDING TYPES: $3 and 4-story apartments, 
2-story row houses. 
SIZE: 748 living units; 456 3-room; 290 
t-room; 2 5-room. 

SITE COVERAGE: 20 per cent. 
COST: Total $2,709,766 


Land 376,540 
Construction 2,282,393 
Landscaping 50,833 
Construction cost per room 
(including Landseaping) : $919.31 
RENT: \verage per room per 
month excluding service charge: $4.43 
including heat, hot water, light, 
refrig ration, and cooking: $6.55 
See po ce 452 for Construction Outline. 


Ref: \vcu. Forum, Dec. 1937, p. 496-497. 
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ILLINOIS JULI 


ARCHITECTS: Chief, Robert S. DeGolyer; 
Associates, Everett F. Quinn, Thomas E. 
Tallmadge, Charles E. White, Jr., Hubert 
Burnham, Roy T. Christiansen, Vernon S. 
Watson, Bertram A. Weber, Hugh M. G. 
Garden, Max L. Lowenberg, Ernest Mayo, 
E. E. Roberts, Edwin H. Clark, Israel S. 
Loewenberg, Peter Mayo, Elmer C. Rob- 
erts; Mechanical Engineer, Martin Schwab. 
SITE: Vacant; 35 acres. 

BUILDING TYPES: 3-story apartments, 2- 
story row houses, and 2-story flats. 

SIZE: 925 living units; 42 2-room; 428 3- 
room; 389 4-room; 66 5-room. 
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SITE COVERAGE: 25 per cent. 


COST: Total $5,187,972 
Land 602,109 
Construction 4,499,863 
Landscaping 86,000 


Construction cost per room 
(including Landscaping) : $1,409.30 


RENT: Average per room per 

month, excluding service charge: $5.43 
including heat, hot water, 

light, refrigeration, and cooking: $7.30 
See pages 353 and 354 for unit plans. 
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CONSTRUCTION OUTLINE 


FOUNDATION: Walls—12 in. concrete to 
grade, 4 in. brick and 8 in. concrete grade to 
Ist floor, continuous spread footings. Floor— 
concrete slab, mesh reenforced, 6 in. stone or 
gravel fill. Waterproofing—metallic type. 
STRUCTURE: Exterior walis—brick veneer, 
hollow tile, National Fireproofing Co.; metal 
base, Milcor Steel Co. and Knapp Bros. Stone 
by Ingalls Stone Co. Asphalt dampproofing on 
tile backup which is plastered. Interior par- 
titions—2 in. solid plaster, 3 or 4 in. tile 
dividing partitions, St. Anne Brick & Tile 
and C. C. Whitaker F. P. Co. Stairhalls— 
glazed tile, Brazil Clay Co. and Ayer-McCarel 
Regam Clay Co. Floor construction—concrete 
slab and beam. 

ROOF: Construction—concrete slab and beam, 
covered with 5-ply composition. 

SHEET METAL WORK: Flashing—16 oz. 
Copper. 

INSULATION: Roof—U. S. Gypsum Co., 
Flintkote Co., Celotex Corp., Fir-Tex Insu- 
lating Board Co. Weatherstripping—Cham- 
berlin Metal Weather Strip Co. 


KITCHEN 


WINDOWS: Steel casements and screens— 
Campbell Metal Window Co. Glass—Missis- 
sippi Glass Co., Libbey-Owens-Ford Glass Co., 
Fourco Glass Co. 


STAIRS: Steel, pan type, Central American 
Works. 


FLOORS: Main rooms—asphalt tile, Thomas 
Moulding Co. Kitchen—linoleum. Bathrooms— 
ceramic tile, Sparta Ceramic Co. 


WALL COVERINGS: Main rooms—plaster, 
Cardiff Gypsum Co. Kitchen and bathrooms— 
Keene’s cement, Best Bros. Keene’s Cement 
Co. 


WOODWORK: Shelving and doors—wood, 
Austin Millwork. 

HARDWARE: Interior and exterior—P. & F. 
Corbin and Russell & Erwin Mfg. Co. PAINT- 
ING: Interior walls, trim, sash and exterior 
sash—lead and oil. Ceilings—concrete paint. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem: Lighting—single phase, 3 wire; power— 
3 phase, 3 wire. Conduit—Appleton Electric 
Co. Wire—Crescent Insulated Wire Co. 
Switches—Arrow, Hart & Hegeman Co. Fix- 
tures—Pass & Seymour. 


KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—electric, Westing- 
house Electric & Mfg. Co. Sink and laundry 
tray—combination, Crane Co. Cabinet—wood, 
Austin Millwork. . 


LAUNDRY EQUIPMENT: Sink—cement, 
Crane Co. 
BATHROOM EQUIPMENT: All fixtures by 
Crane Co. 


PLUMBING: Pipes: Cast iron—Clow & Sons 
and Alabama Pipe Co. Wrought iron—Read- 
ing Iron Co. and A. M. Byers Co. Steel— 
Youngstown Sheet & Tube Co., National 
Tube Co. and Jones & Laughlin Stee! Corp. 
Brass—Revere Copper & Brass Co. Copper 
tubing—Chase Brass & Copper Co. 
HEATING: Central steam type. Underground 
Conduit—Ric-Wil. Boiler—bent water tube, 
Lasker. Fuel—coal; automatic combustion 
control, Hayan Corp.; chain grate, Johnson & 
Jennings. Radiators—convector type, Trane 
Co. Valves, traps and automatic heat contro! 
—C. A. Dunham Co. H, W. generators—Ross 
Heating & Mfg. Co. 

SPECIAL EQUIPMENT: Incinerators—Rob- 
inson. 
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ARCHITECTS: Chief, John A. Holabird; As- SITE: Vacant; 21 acres. Construction cost per room (including 
sociates, J. A. Armstrong, Elmer C. Jenson, BUILDING TYPES: 4-story apartments, 2- Landscaping) : $1,486.84 
Philip B. Maher, Ernest A. Grunsfeld, Jr., story row houses, 2-story flats. RENT: Average per room per month 
Melville Clarke Chatten, John O. Merrill, SIZE: 462 living units; 174 3-room, 229 4- excluding service charge: $5.48 
Chester H. Walcott, Ralph D. Huszagh, room, 59 5-room. including heat, hot water, light, 
Frederick M. Hodgdon; Mechanical Engi- COST: Total $2,650,198 refrigeration, and cooking: $7.30 
neer, Samuel G. Neiler. Land 73,495 See page 352 for unit plan. 


Construction 2.512.812 
Landscaping 63,891 


Courtesy, George 4 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—brick veneer, 
hollow tile backup, National Fireproofing Co., 
asphalt dampproofing. Sills and copings— 
stone, Bergren Cut Stone Co. Interior parti, 
tions—2 in. solid plaster, 3 or 4 in. tile dividing 
partitions, National Fireproofing Co., plaster, 
U. S. Gypsum Co. Floor construction—con- 
crete slab and beam. 

ROOF: Covered with composition 5-ply. 
SHEET METAL WORK: Flashing—16 oz. 
copper. 

INSULATION: Roof—Maizewood Insulation 
Co. Weatherstripping—Sager Weather Strip 
& Caulking Co. 

WINDOWS: Metal casements and screens— 
Truscon Steel Co. Glass—double strength, 
quality B, Mississippi Glass Co.; \% in. plate, 
Pittsburgh Plate Glass Co. 

STAIRS: Metal pan type, metal risers and 
stringer, cement filied treads and platforms, 
General Bronze Corp. Treads—asphalt tile. 
FLOORS: Main rooms—asphalt tile. Kitchens 
—linoleum. Bathrooms—ceramic tile, Sparta 
Ceramic Co. 

WOODWORK: Shelving and wood doors— 
Austin Millwork. Metal doors, Aetna Steel 
Products Co. 

PAINTING: Interior walls, trim, sash and ex- 
terior sash—lead and oil. Ceilings—concrete 
paint. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem: Rubber insulated wire—U. S. Rubber Co. 
Rigid steel conduit—Youngstown Steel & 
Tube Co. Outlet boxes—Appleton Electric Co. 
Switches—fiush toggle, Bryant Electric Co. 
Fixtures—Pass & Seymour. 

KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—electric, Westing- 
house Electric & Mfg. Co. Sink and laundry 
tray—combination, Standard Sanitary Mfg. 
Co. Cabinet—wood, Austin Millwork. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinet—metal, 
Philip Carey Co. 

PLUMBING: Pipes: Cast iron—Central Foun- 
dry Co. and VU. S. Pipe & Foundry Co. 
Wrought iron and steel—A. M. Byers Co. 
Brass—Revere Copper & Brass Co. 
HEATING: Central steam type. Boiler— 
straight water tube, Keeler. Fue!l—coal, auto- 
matic combustion control, Hayan Corp., 
spreader type stoker, Detroit Stoker Co. Con- 
vectors, valves and traps—Trane Co. Auto- 
matic heat control—Minneapolis-Honeywell 
Regulator Co. Hot water generators—Ross 
Heater & Mfg. Co. 
INCINERATORS—Robinson Co. 
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ILLINOIS JANE ADDAMS HOUSES, CHICAGO 


ARCHITECTS: Chief, John A. Holabird; 
Associates, J. A. Armstrong, Elmer C. 
Jensen, Philip B. Maher, Ernest A. Gruns- 
feld, Jr., Melville Clarke Chatten, John O. 
Merrill, Chester H. Walcott, Ralph D. 
Huszagh, Frederick M. Hodgdon; Mechan- 
ical Engineer, Samuel G. Neiler. 

SITE: Slum, 17 acres; vacant, 6 acres. 
BUILDING TYPE: 3-story apartments. 

SIZE: 1,027 living units; 4 2-room; 618 
3-room; 316 4-room; 89 5-room. 

SITE COVERAGE: 25 per cent. 


COST: Total $6 408,306 
Land 1,464,62¢ 
Demolition (slum section) 1.475 
Construction 4,942,208 


Construction cost per room 

(excluding Landscaping): 1,383.98 
RENT: Average per room per month 

excluding service charge: 5.A3 

including heat, hot water, 

light, refrigeration and 

cooking: 7.30 


See page 354 for unit plan. 
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Hedrich-Blessing 
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JANE ADDAMS HOUSES, CHICAGO, ILL. 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls—12 in. concrete to 
grade, 12 in. solid brick grade to first floor, 
continuous spread footings. Floor—concrete 
slab, mesh reenforced, 6 in. stone or gravel 
fill. Waterproofing—metallic type on floors 
and inside face of concrete walls. 


STRUCTURE: Exterior walls—brick veneer 
and tile backup, National Fireproofing Co., 
asphalt dampproofing, metal base, Milcor 
Steel Co., cast iron sills, New City Iron Works, 
stone copings. Interior partitions—2 in. solid 
plaster, 3 and 4 in. tile partitions, National 
Fireproofing Co., plastered, Cardiff Gypsum 
Co. Stairhalls—4 in. vitrified facing tile, 
Clar-bar-duc. Floor construction—concrete 
slab and beam. Ceiling—finished concrete, 
painted. 


ROOF: Concrete slab and beam covered with 
composition 5-ply. 


MISCELLANEOUS IRON WORK: General 
Bronze Corp. 


396 


INSULATION: Weatherstripping—spring 
bronze and extruded brass or bronze thresh- 
olds, Absoproof Weatherstripping Co. 
WINDOWS: Metal casements and screens, 
Truscon Steel Co. Glass—double strength, 
quality B for windows, Adamston Glass Co., 
plate glass, Libbey-Owens-Ford Glass Co. 
STAIRS: Metal pan type, metal risers and 
stringers, cement filled treads and intermedi- 
ate platforms, cast iron safety treads, Gen- 
eral Bronze Corp. 

FLOORS: Main rooms—asphalt tile, Thos. 
Moulding Co. Kitchen—linoleum. Bath- 
rooms—ceramic tile, Sparta Ceramic Tile Co. 
WOODWORK: Trim, shelving and doors— 
Harbor Plywood Corp. 

HARDWARE: Interior and exterior—Yale & 
Towne Mfg. Co. 

PAINTING: Interior walls, trim, sash and 
exterior sash—lead and oil. Ceilings—con- 
crete paint. 

ELECTRICAL INSTALLATION: Rigid steel 
conduit—Fretz-Moon Co. Outlet boxes—Ap- 
pleton Electric Co. Rubber insulated wire— 


THE - ARCHITECTURAL 


Wesley Bowman 


U. S. Rubber Co. Switches—fiush toggle, 
Bryant Electric Co. Fixtures—porcelain and 
enclosed direct, Pass & Seymour, Inc. 
KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—electric, West- 
inghouse Electric & Mfg. Co. Sink and 
laundry tray—combination, Standard Sani- 
tary Mfg. Co. Cabinet—wood, Ringwald. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinet—metal, 
Miller Supply Co. 

PLUMBING: Pipes: Cast iron—Clow & Sons 
and Alabama Pipe Co. Wrought iron—A. 
M. Byers Co. and Reading Iron Co. Steel— 
Youngstown Sheet & Tube Co. Brass— 
Revere Copper & Brass Co. 

HEATING: Central steam type. Underground 
Conduit—Ric-Wil. Boiler—bent water tube, 
Lasker. Fuel—coal; automatic combustion 
control, Ess; chain grate, Illinois. Radiators— 
convector type, Trane Co. Valves, traps and 
automatic heat control—C. A. Dunham Co. 
Hot water generators—Sims Co. 
SPECIAL EQUIPMENT: Incinerators— 
Kerner. 
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KITCHEN-LIVING ROOM 


CEDAR SPRINGS PLACE, DALLAS 


TEXAS 
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ARCHITECTS: Chief, Walter C. Sharp; Asso 
ciates, Roscoe P. DeWitt, Ralph Bryan, 
Lester N. Flint, Anton F. Korn, Grayson 
Gill, Herbert M. Tatum, Arthur E. 
Thomas. 

SITE: Vacant; 15 acres. 

BUILDING TYPES: 2-story apartments, 1- 
story row houses, and 2-story flats. 

SIZE: 181 living units. 24 2-room; 92 
3-room; 51 4-room; 14 5-room. 


SITE COVERAGE: 10 per cent. 


COST: Total $872,977 
Land 69,360 
Construction 779,931 
Landscaping 23,686 


Construction cost per room 
(including Landscaping) : $1,343.84 
RENT: Average per room per 


month excluding service charge: %6.34 
including heat, hot water, light, 
refrigeration, and cooking: 


See page 353 for unit plans. 
See page 452 for Construction Outline. 
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ARCHITECTS: Chief, William L. Steele; As- 
sociates, George B. Prinz, Noel S. Wallace, 
Harry Lawrie, J. M. Nachtigall, F. A. 
Henninger, Sr. 

SITE: Slum; 15 acres. 

BUILDING TYPES: 1 and 2-story row houses 
and 2-story flats. 

SIZE: 284 living units; 124 3-rooms; 10 
4-rooms; 123 44%-rooms; 27 5'.-rooms. 


SITE COVERAGE: 19 per cent. 


COST: Total $1,647,087 
Land 232,021 
Demolition 865 
Construction 1,387,966 
Landscaping 26,235 


Construction cost per room 
(including Landscaping): 1,269.47 
RENT: Average per room per month 


excluding service charge: $4.66 
including heat, hot water, light, 
refrigeration and cooking: $6.78 


See page 352 for unit plan. 
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CONSTRUCTION OUTLINE 


A 


STRUCTURE:Exterior walis—brick veneer, 
backup tile, Rockford Brick & Tile Co., as- 
phalt dampproofing on backup walis, metal 
base, Milcor Steel, stone sills and copings, 
Albert Foll & Son. Waterproofing—membrane. 
Interior partitions—2 in. solid plaster, 3 in. 
tile dividing partitions, plastered, Midland 
Brick & Tile Co. Floor construction—concrete 
siab and beams. Ceiling—finished concrete, 
painted. 

ROOF: Covered with 5-ply composition. 
SHEET METAL WORK: Flashing—16 oz. 
copper. 

INSULATION: Roof—1'¥ in. Beaverboard 
Certain-teed Mfg. Co. Weatherstripping— 
spring bronze and thresholds, Sager Metal 
Strip Co. 

WINDOWS: Metal casements and screens, 
Truscon Steel Co. Glass—double strength, 
quality B, Pittsburgh Plate Glass Co. and 
Mississippi Glass Co. 

STAIRS: Metal pan type, Gate City Iron 
Works. Treads covered with asphait tile, 
Uvalde Rock Asphalt Co. 

FLOORS: Main rooms—asphalt tile, Uvaide 
Rock Asphait Co. Kitchen—linoleum. Bath- 
rooms—ceramic tile, Sparts Ceramic Co. 
WOODWORK: Trim on exterior door frames 
and shelving—Goodjohn Sash & Door Co. 
Miscellaneous metal trim—Milcor Stee! Co. 
Doors—Goodjohn Sash & Door Co. and Peter 
Kiewit Sons. 

HARDWARE: Sargent & Co. 

PAINTING: Interior walls, trim, and sash— 
lead and oil. Ceilings—concrete paint. 
ELECTRICAL INSTALLATION: Rigid stee! 
conduit, Youngstown Sheet & Tube Co. Out- 
let boxes—Jefferson Electric Co. Rubber in- 
sulated wire—Anaconda Wire & Cable Co. 
Switches—fiush toggle, Bryant Electric Co. 
Fixtures—porcelain and enclosed direct, Pass 
& Seymour, Inc. 

KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—electric, Westing- 
house Electric & Mfg. Co. Sink—Kohler Co. 
Cabinet—wood, Farley & Loetscher Mfg. Co. 
BATHROOM EQUIPMENT: Ali fixtures— 
Kohler Co. Cabinet—metal, Philip Carey Co. 
PLUMBING: Pipes: Cast iron—Clay & Bailey 
Co. Wrought iron—A. M. Byers Co. Stee!— 
Youngstown Sheet & TubeCo. Brass—Stream- 
line Pipe & Fittings Co. and Mueller Mfg. Co. 
HEATING: Central steam type. Boiler— 
portable steel, L. P. firebox, Kewanee Boiler 
Corp. Fuel—coal, underfeed stoker, Detroit, 
automatic combustion control, Carrick. Radi- 
ators—Konler Co. Valves and traps and auto- 
matic heat control, C. A. Dunham Co. Hot 
water generators—Sims Co. 


Courtesy, 
Omaha World-Herald 
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WISCONSIN PARKLAWN, MILWAUKEE 
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ARCHITECTS: Chief, Gerrit J. DeGelleke; COST: Total $2,242,659 
Associates, Harry Bogner, Peter Brust, A. Land 91,406 
C. Eschweiler, Jr., Rubens F. Clas, William Construction 2,087,041 
| G. Herbst, Fitzhugh Scott, Herbert Tull- Landscaping 64,212 w 
gren, Alexander H. Bauer, Leigh Hunt, Construction cost per room 
Richard Phillip, R. A. Messmer, Thomas (including Landscaping) : $1,066.03 
L. Rose, Bruce Uthers. RENT: Average per room per 
SITE: Vacant; 42 acres. month excluding service charge: $5.38 2 
BUILDING TYPES: 2-story apartments and 1 including heat, hot water, light, c 
and 2-story row houses. refrigeration and cooking: $7.46 
SIZE: 518 living units; 136 3-room; 300 4- 
room; 82 5-room. See page 354 for unit plan. 


400 THE - ARCHITECTURAL 


i 
5 | | 
} 
| 
| Fo UM 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior watie—brick veneer 
and clay tile backup, Mason City Brick Tile 
Co. concrete block, Best Bros. Asphalt damp. 
proofing on backup walis: metal base, Milcor 
Stee! Co.; aluminum sills, A. F. Wagner tron 
Works. Interior partitions—2@ in. solid plaster, 
3 or 4 in. at chases, bathrooms and dividing 
partitions, Mason City Brick Tile Co. Stair. 
halis—sait glazed brick. Floor construction 

concrete siab and beam in houses; concrete 
slab in apartments. | 
ROOF: Construction—concrete slab in apart 


ments; trussed wood rafters in houses: cov 
ered with composition 5-ply. Roof tile— 
Ludowici-Celadon Co. 
SHEET METAL WORK: Flashing, gutters | 
and leaders—16 oz. copper. | 
INSULATION: Attic floors and roofs—Celotex | 
Corp. Weatherstripping—spring bronze and | 


brass or bronze thresholds, Absoproof Weather 
Strip Co. 

WINDOWS: Sash—wood, Austin Millwork Co. 
Glass—double strength, quality A and B, 
American Window Glass Co. and Mississipp: ae 
Glass Co. 
STAIRS: Metal pan type, Wagner Iron Works 

FLOORS: Main rooms—wood, ltaid in mastic. 
Bathrooms—ceramic tile, Sparta Ceramic Co. 

and Cambridge Wheatley Co. 

WOODWORK: Trim, shelving, cabinets and 
doors—Austin Millwork Co. Garage doors— | 
Stanley Works. 
HARDWARE Interior and exterior—Stanley hs 


Works and Norwalk Lock Co. fF 
PAINTING: Interior walls, trim and sash— | 
lead and oil. Ceilings—concrete paint. . 


ELECTRICAL INSTALLATION: Rubber in- 

sulated wire—General Cable Co. Rigid stee! , 
conduit—Youngstown Sheet & Tube Co. Out- ‘ 
let boxes—National Electric Products Co. 
Switches—fiush toggle, Bryant Electric Co. 
Fixtures—Pass & Seymour, Inc. 

KITCHEN EQUIPMENT: Range—electric, 
Edison General Electric Co. Refrigerator— 
electric, Westinghouse Electric & Mfg. Co. 
Sink and tray—Standard Sanitary Mfg. Co. 
Cabinet—wood, Austin Millwork Co. 
LAUNDRY EQUIPMENT: Sink—Alberene 
Stone Corp. 

BATHROOM EQUIPMENT: All fixtures— 
Standard Sanitary Mfg. Co. Cabinet—metal, 
Philip Carey Co. yi 
PLUMBING: Pipes: Cast iron—Somerville 
Iron Works. Wrought iron—Reading tron Co. 
Steel—National Tube Co. Brass—Revere Cop- 
per & Brass Co. 

HEATING: Central steam type. Underground 
Conduit—Ric-Wil. Boiler—bent water tube, é 
Kroeschell. Fuel—coal; spreader type stoker, ; 
Detroit automatic combustion control. Radia- 

tors—cast iron, H. W. pattern, Crane Co. 

Convector type—U. S. Radiator Co. Valves 

and traps—J. P. Marsh Corp. Hot water gen- 
erators—Patterson- Kelley. 
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ARCHITECTS: Chief, E. T. Hutchings; As- 
sociates, Hermann Wischmeyer, Thomas J. 
Nolan, Alfred S. Joseph, Arthur G. Tafel, 
Brinton B. Davis, Alfred E. Weinedel, 
Stratton O. Hammon, Gaarwood M. 
Grimes, Fred H. Elswick. 

SITE: Vacant; 14 acres. 

BUILDING TYPES: 1 and 2-story row houses. 
SIZE: 210 living units; 85 3-room; 83 
4-room; 42 5-room. 
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COST: Total $1,121,120 
Land 65,796 
Construction 1,031,154 
Landscaping 24,170 

Construction cost per room 

(including Landscaping) $1,324.12 

RENT: Average per room per 

month excluding service charge: $4.70 

including heat, hot water, light, 

refrigeration and cooking: $6.26 
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CONSTRUCTION OUTLINE 


FOUNDATION: Walls—12 in. concrete, con- 
tinuous spread footings. Floor—concrete slab, 
mesh reenforced, 6 in. stone or gravel fill. 

STRUCTURE: Exterior walls—brick veneer 
and clay tile backup, Coral Ridge Brick & 
Tile Co. Metal base, Milcor Steel; stone sills 
and copings, Sam Warren & Son Stone Co. 
Waterproofing—membrane; asphalt damp- 
Proofing. Interior partitions—2 in. solid plas- 
ter, 3 or 4 in. partition tile at chases, bath- 


“ae ‘nd partitions, Coral Ridge Brick & 

Mir Co. Floor construction—concrete slab and 
m 

— -oncrete slab and beam for flat roofs; 

“ar, vood rafters for pitched roofs. Cov- 

asbestos shingle, Philip Carey Co. 
n 


2nd floor)—plastered. 


SHEET METAL WORK: Flashing, gutters 
and leaders—16 oz. copper. 

INSULATION: Outside walls, ground floor 
and attic floor—Johns-Manville Corp. Roof— 
3-ply special conditions. Weatherstripping— 
spring bronze and brass or bronze thresholds, 
Builders Specialties Co. 

WINDOWS: Metal casements and screens, 
Campbell Metal Window Corp. Glass—double 
strength, quality B, Libbey-Owens-Ford Glass 
Co. and Mississippi Glass Co.; % in. plate for 
doors, Pittsburgh Plate Glass Co. 

STAIRS: Metal pan type, cement filled and 
asphalt tile treads, Hawkins Ornamental Iron 
Co. 

FLOORS: Living room, bedrooms and halis— 
asphalt tile, Uvalde Rock Asphalt Co. Kitch- 


Royal Photos 


ens—linoleum. Bathrooms—ceramic tile, Spar- 
ta Ceramic Co. and American Mosaic Tile 
Co. Porches—cement. 

WALL COVERINGS: U. S. Gypsum Co. plas- 
ter throughout, except U. S. Gypsum Co.'s 
Keene’s cement in bathrooms. 

WOODWORK: Shelving and doors—Kentucky 
Millwork Co. 

HARDWARE: Interior and exterior—Norwalk 
Lock Co. 

PAINTING: Interior walls, trim, sash and 
exterior sash—iead and oil. Ceilings—concrete 
paint. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem: Lighting—1 phase, 3 wire; power—3 
phase, 3 wire. Rubber insulated wire—Genera! 
Cable Corp. Rigid steel conduit—Youngstown 
Sheet & Tube. Outlet boxes—Jefferson Elec- 
tric Co. Switches—fiush toggle, Bryant Elec- 
tric Co. Fixtures—porcelain direct and en- 
closed direct, Pass & Seymour, Inc. 
KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—gas, Servel, inc. 
Sink—Standard Sanitary Mfg. Co. Cabinet— 
wood, Kitchen Main. 

LAUNDRY EQUIPMENT: Sink — cement, 
Standard Elsmere Granite Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinet—meta!l, 
F. H. Lawson Co. 

PLUMBING: Pipes: cast iron, Alabama Pipe 
Co. Wrought iron, A. M. Byers Co. Steei— 
Jones & Laughlin Stee! Corp. Brass—Bridge- 
port Brass Co. 

HEATING: Steam: Moderator System, War- 
ren Webster & Co. Underground Conduit— 
Ric-Wil. Boiler—portable steel L. P. firebox, 
Kewanee Boiler Corp. Fuel—coal; underfeed 
stoker and automatic combustion control, 
Detroit Stoker Co. Raciators—cast iron tubu- 
lar, H. W. pattern, American Radiator Co. 
Valves, thermostatic and drip traps, Warren 
Webster & Co. Hot water generators— 
Patterson-Kelley Co. 
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ARCHITECTS: Chief, Richard R. Clark; As- 
sociates, Henry C. Hibbs, Emmons H. 
Woolwine, Francis B. Warfield, Eli M. 
Tisdale. 

SITE: Slum; 22 acres. 

BUILDING TYPES: 1 and 2-story row houses. 
SIZE: 314 living units. 51 2-room; 149 
3-room; 74 4-room; 40 5-room. 
SITE COVERAGE: 20 per cent. 


COST: Total $1,755,536 
Land 240,410 
Demolition 3,350 
Construction 1,468,759 
Landscaping 43,017 


Construction cost per room 
(including Landscaping): 1,447.63 
RENT: Average per room per month 


excluding service charge: $5.06 
including heat, hot water, light, 
refrigeration and cooking: $6.79 


SPECIAL FEATURE: Community House. 
See page 352 for unit plan. 
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CONSTRUCTION OUTLINE 


FOUNDATION: Walis—12 in. concrete, con- 
tinuous spread footing. Floor—4 in. reenforced 
concrete siab on fill. 

STRUCTURE: Exterior walis—brick veneer 
and backup tile, asphalt dampproofing on 
backup walis, Herty-Turpentine Cup Co. 
Wood base and cornice, Enochs Lumber & 
Mfg. Co. Stone copings and sills, Russelivilie 
Cut Stone Co. Interior partitions—2@ in. solid 
plaster; 3 and 4 in. tile partitions, W. G. Bush 
& Co., plastered at bathrooms, chases and 
dividing partitions. Floor construction—con- 
crete slab and beam. Ceiling—finished plaster. 
ROOF: Trussed wood rafters covered with 
wood sheathing and asbestos shingles, Rub- 
eroid Co. Flat roofs—5-ply composition. 
SHEET METAL WORK: Flashing, gutters,, 
leaders and metal porch roofs—16 oz. copper. 
INSULATION: Attic floor—Thermax between 
ceiling Joists, Celotex Corp. Flat roof of Com- 
munity Building—1% in. beaverboard, Cer 
tain-teed Mfg. Co. Weatherstripping—spring 
bronze and extruded brass or bronze thres- 
holds, Builders’ Speciaities Co. 

WINDOWS: Metal casements, Truscon Stee! 
Co. Glass—double strength, quality B, Pitts- 
burgh Plate Glass Co. Screens—metal, Trus- 
con Steel Co. 

STAIRS: Metal pan type, Decatur Iron & 
Steel. Treads—covered with asphait tile, 
Thomas Moulding Co. 

FLOORS: Main rooms—asphait tile on con- 
crete slab, Thomas Moulding Co. Kitchen— 
linoleum. Bathrooms—ceramic tile, Foster & 
Creighton Co. 

WALL COVERINGS: All rooms plaster, U. S. 
Gypsum Co., except bathrooms—Keene’'s ce- 
ment, U. S. Gypsum Co. 

WOODWORK: Exterior door bucks, trim and 
shelving, Enochs Lumber & Mfg. Co. Doors 
and screen doors, Southern Mfg. Co. Garage 
doors—Overhead Door Corp. 

HARDWARE: Interior and exterior—Lock- 
wood Hardware Mfg Co. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem: Lighting—3-phase, 4-wire. Power—3- 
phase, 3-wire. Rigid steel conduit, General 
Electric Co. Outlet boxes—American Circular 
Loom Co. Rubber insulation wire—General 
Electric Co. Switches—fiush toggle type, Bry- 
ant Electric Co. Fixtures—porcelain and en- 
closed direct, Pass & Seymour, Inc. 
KITCHEN EQUIPMENT: Stove—electric, 
Edison General Electric Co. Refrigerator— 
electric, Westinghouse Electric Co. Sink— 
Kohler Co. 

BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Cabinet—metal, F. H. Lawson Co. 
PLUMBING: Pipes: Cast iron—Alabama Pipe 
Co. Wrought iron—Reading Iron Co. and A. 
M. Byers Co. Steel—Youngstown Sheet & Tube 
Co. Brass—Chase Brass & Copper Co., Inc. 
Copper tubing—American Brass Co. 
HEATING: Central hot water type. Boiler— 
bent water tube, Erie. Fuel—coal; spreader 
type stoker, Hoffman; automatic combina- 
tion control, Shalicross. Radiators—cast iron, 
H, W. pattern, Burnham Boiler Corp. Convec- 
tor—Trane Co. Radiator valves and traps— 
Grinnell Co. Hot water generators—Sims Co. 
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ARCHITECTS: Chief, Richard R. Clark: A» 
sociates, Henry C. Hibbs, Emmons #. 
Woolwine, Francis B. Warfield, Eli M 
Tisdale. 

SITE: Slum; 21 acres. 

BUILDING TYPES: 1 and 2-story row hous 
and 2-story flats. 

SIZE: 398 living units. 48 2-room; 24 
3-room; 99 4-room; 8 5-room. 

SITE COVERAGE: 25 per cent. 


COST: Total $1,592.99 
Land 196,738 
Demolition 3,250 
Construction 1,393,008 


Construction cost per room 

- (including Landscaping): 1,104.0 
RENT: Average per room per mont) 
excluding service charge: 
including heat, hot water, light, 
refrigeration and cooking: 
*Includes Landscaping. 
See page 452 for Construction Qutline. 
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ARCHITECTS: Chief, J. Frazer Smith; Asso- 
ciates, Richard J. Regan, Everett Woods, 
Walk C. Jones, Edwin B. Phillips, William 
J. Hanker, George Awsumb, W. C. Lester. 
SITE: Slum; 26 acres. 

BUILDING TYPES: 3-story apartments, 1 and 
2-story row houses. 

SIZE: 449 living units: 24 2-room; 208 
3-room; 183 4-room; 34 5-room. 

COST: Total $2,868,123 


Land $509 854 
Demolition 3.210 
Construction 2,307,209 
Landscaping $7,850 
Construction cost per room 
(including Landscaping) %1,496.22 
RENT: Average per room per 
month excluding service charge: 4.61 
including heat, hot water, light, 
refrigeration and cooking: 


See page 452 for Construction Outline. 
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ARCHITECTS: Chief, D. O. Whilldin:; Asso. 
ciates, Eugene H. Knight, Jack B. Smith, PL 
Ben Price, Harry B. Wheelock, George P. 
Turner, James L. Gatling, Edgar W. Stan- 
ford, Marshall E. Van Arman, P. §. 
Mewhinney; Structural Engineer, Edgar B. 
Van Keuren; Mechanical Engineer, C. P. 
Lichty. 

SITE: Slum; 28 acres. 

BUILDING TYPES: 1 and 2-story row houses. 
SITE COVERAGE: 25 per cent. 

SIZE: 544 living units; 184 2-room; 260 
3-room; 60 4-room; 40 5-room. 


COST: Total $2,238,801 
Land 475,079 
Construction 1,723,744 
Landscaping 39,978 

Construction cost per room 

(including Landscaping) : $1,110.64 


RENT: Average per room per 

month excluding service charge: _—_ $4.50 
including light and refrigeration: $5.00 
SPECIAL FEATURE: Community House. 
See page 66 for Construction Outline. 
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ARCHITECTS: Flippin D. Burge, Preston 5. 
Stevens. 

SITE: Slum; 25 acres. 

BUILDING TYPES: %-story apartments, 3 
story dormitory, and 2-story row houses. 
SIZE: 604 living units; 397 3-room; 128 4- 
room; 53 5-room; 26 6-room. 


COST: Total $2,518,548 
Land (excluding dormitory 
site) 461,794 
Construction 1,997,424 
Landscaping 59,330 

Construction cost per room 

(including Landscaping) : $968.34 

RENT: Average per room per 

month excluding service charge: $5.52 

including heat, hot water, light, cook- 

ing, and refrigeration: $7.33 


SPECIAL FEATURES: First PWA housing 
project to be completed, data are available 
on Techwood’s tenants, based on a year of 
operation. Significant figures: average in 
come of families housed, $22.11 per week; 
average family size, 344 persons; number 
of wage-earners per family, 142. 

74 dormitory rooms and 40 3-room suites 
for faculty and students of adjoining 
Georgia School of Technology. 

See p. 66 for Construction Outline. 
Ref: Arcu. Forum, Oct. 1936, p. 300-301. 
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GEORGIA UNIVERSITY HOMES, ATLANTA 


ARCHITECTS: William A. Edwards, William 
J. Sayward. 

SITE: Slum; 19 acres. 

BUILDING TYPES: 2 and 3-story row houses, 
2 and 3-story flats. 

SITE COVERAGE: 25 per cent. 

SIZE: 675 living units; 100 2-room; 248 3- 
room; 236 4-room; 91 5-room. 


cost: Total $2,230,892 
Land 316,438 
Construction 1,876,765 
Landscaping 37,689 

Construction cost per room 

(including Landscaping) : $817.10 

RENT: Average per room per 

month, excluding service charge: $5.11 

including heat, hot water, light, 

refrigeration, and cooking: $6.87 
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CONSTRUCTION OUTLINE 


FOUNDATION: Walis—12 in. concrete, con- 
tinuous spread footings. Floor—concrete siab, 
mesh reenforcement, 6 in. stone or gravel 
fill. Waterproofing—metallic type on wails 
of boiler house, pits, basements of apart- 
ments, and walls of kindergarten. 
STRUCTURE: Exterior walis—brick veneer, 
tile, asphalt dampproofing. Silis—aluminum, 
Bohn Aluminum Co. Door sills, trim and cop- 
ings—limestone, Heltonvilie Limestone Co. 
Waterproofing—membrane. Interior partitiohs 
—2 in. solid plaster, 3 in. tile dividing parti- 
tions, Standard Brick Co. Floor construction 
—concrete slab and beam, Penn-Dixie Cement 
Corp.; reenforcement by Truscon Stee! Corp. 
ROOF: Concrete siab, composition 5-ply. 
SHEET METAL WORK: Flashing—16 oz. 
copper, Philip Carey Co. 

INSULATION: Roof—Armstrong Cork Prod- 
ucts Co. 

WINDOWS: Metal casements and screens— 
Campbell Metal Window Corp. Gilass—single 
strength, quality B, Pittsburgh Plate Glass 
Co. 

STAIRS: Metal pan type, metal risers and 
wall stringers, cement filled treads, Birming- 
ham Ornamental tron Works. House stair 
treads—finished with asphalt tile. 

FLOORS: All rooms asphalt tile, Thomas 
Moulding Floor Co. 

WALL COVERINGS: Living room and bed- 
rooms—plaster. Stairhalls, kitchen and bath- 
rooms—Portland cement plaster. 
WOODWORK: Shelving, cabinets and interior 
doors—Puget Sound Mfg. Co. Exterior doors— 
M. Phillips Mfg. Co. Garage door—Stanley 
Works. 

HARDWARE: Interior and exterior—Norwalk 
Lock Co. 

PAINTING: Interior walls, trim, sash and 
exterior sash—lead and oil. Ceilings—concrete 
paint. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem: Lighting—single phase, 3 wire; power— 
3 phase, 3 wire. Switches—fiush toggle type, 
Hart & Hegeman. Fixtures—Pass & Seymour 
Co.; Hart & Hegeman and John C. Virden Co. 
KITCHEN EQUIPMENT: Range—electric, 
Westinghouse Electric & Mfg. Co. Refrigera- 
tor—Kelvinator. Sink and laundry tray—com- 
bination, Crane Co. Cabinet—Farley & Loet- 
scher Mfg. Co. 

BATHROOM EQUIPMENT: All fixtures by 
Crane Co. 

HEATING: Steam: Moderator System, War- 
ren Webster & Co. Underground Conduit— 
Ric-Wil. Boiler—bent water tube, Titusvilie 
Iron, Fuei—coal, automatic combustion con- 
trol, underfeed stoker, Brownell Co. Radia- 
tors—cast iron tubular, H. W. pattern, Crane 
Co. Valves, thermostatic and drip traps: 
Warren Webster & Co. Hot water generators 
—Richmond Engineering Co. 
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Fairchild Aerial 


ARCHITECTS: Chief, Samuel Lapham, Jr., \ 
Associates, David B. Hyer, Henry S. 

Burden, Stephen Thomas. 

SITE: Vacant; 16 acres. 

BUILDING TYPES: 1- and 2-story row houses. 

SIZE: 212 living units. 54 2-room; 64 3- 


room; 70 4-room; 24 5-room. RENT: Average per room per 
SITE COVERAGE: 25 per cent. month excluding service charge: $4.98 
Cost: Total $1,149,231 including light and refrigeration: $5.89 
Land 40,099 SPECIAL FEATURES: Advantage was taken 
Construction 1,092,959 of an abrupt incline running across the site 
Landscaping 16,173 to form a natural division between the 
Construction cost per room section developed for white tenancy and 
(including Landscaping) : 1,584.47 the section developed for Negroes. 
412 THE: ARCHITECTURAL: FORUM 


“a 
| 


ARLESTON 


cOURT, CH 


Howard R. Jacobs 


CONSTRUCTION OUTLINE 


FOUNDATIONS: Walis—concrete, pile foot- 
ings and continuous spread footings. Floor— 
concrete mesh reenforcement, 6 in. stone or 
gravel fill. . 
STRUCTURE: Exterior walis—brick veneer, 
tile backup, Merry Bros.; metal base; stone 
sills, Indiana Limestone Co. Asphalt damp- 
proofing on backup walis. Waterproofing— 
membrane. Mortar, Louisville Cement Co. and 
Universal Atlas Portiand Cement Co. 
INTERIOR PARTITIONS: 2 in. solid plaster, 
3 and 4 in. tile dividing partitions. 

FLOOR CONSTRUCTION: Concrete slab and 
beam, Volunteer Portiand Cement Co. and 
Universal Atias Cement Co. 

ROOF CONSTRUCTION: Trussed wood raft- 
ers, shingles, Keasbey & Mattison Co. 
SHEET METAL WORK: Flashing, gutters 
and leaders—16 oz. copper. 

INSULATION: Attic—Armstrong Products 
Co. 

WINDOWS: Steel casements and screens— 
Campbell Metal Windows Corp. Glass—Lib- 
bey-Owens-Ford Glass Co. 

STAIRS: Metal pan type, cement filled treads 
and platforms, Decatur Iron & Steel Co. 
FLOORS: Main rooms—asphalt tile, Thomas 
Moulding Floor Co. Kitchens—linoleum. Bath- 
rooms—ceramic tile, Olean Tile Co. 

WALL COVERINGS: Main rooms—plaster, 
U. S. Gypsum Co. Kitchens and bathrooms— 
Keene’s cement, U. S. Gypsum Co. 
WOODWORK: Trim—wood, Snow Lumber 
Co. Metal interior bucks—Sanymetal Products 
Co. 

PAINTING: Interior walis, trim, sash and 
exterior sash—liead and oil. Ceilings—concrete 
paint. 

ELECTRICAL INSTALLATIONS: Wiring 
system: Lighting and power—single phase, 3 
wire. Rigid steel conduit and rubber insulated 
wire—Triangle Cable & Conduit Co. Outlet 
boxes—National Electric Products Corp. 
Switches—fiush toggie, Hart & Hegeman. Fix- 
tures—porcelain and enclosed direct, Pass & 
Seymour and J. C. Virden Co. 

KITCHEN EQUIPMENT: Ranges—coal burn- 
ing. Refrigerators—electric, Westinghouse 
Electric & Mfg. Co. Laundry tray and sink— 
combination, Eljer Co. 

BATHROOM EQUIPMENT: All fixtures by 
Eljer Co. 

PLUMBING: Pipes: Cast iron—vU. S. Cast Iron 
Pipe Co. Wrought iron—A. M. Byers Co. 
Steel—Grinnell Co. 

HEATING: Individual stoves. 
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FLORIDA LIBE 


ARCHITECTS: Chief, P. E. Paist: Associates, 
H. D. Steward, B. L. Robertson, Walter 
DeCarmo, Vladimir Virrick, C. Sheldon 
Tucker. 


SITE: Vacant: 63 acres. 


BUILDING TYPES: 1 and 2-story row houses. 


SIZE: 243 living units. 30 2-room; 104 


8-room; 57 4-room; 52 5-room. 
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RTY SQUARE, 


COST: Total $852,522 
Land 12.796 
Construction 810.016 
Landscaping 29,710 


Construction cost per room 

(including Landscaping) : 
RENT: Average per room per month 
including ice boxes and coal ranges: $4.99 
SPECIAL FEATURES: Community building 
including day nursery. All buildings in the 
development are of hurricane-proof con- 
struction. 
See page 68 for Construction Outline. 
Ref: Arcu. Forum May, 1937, p. 422-423 
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F. S, A. FARM SECURITY ADMINISTRATION 


Unlike the urban and suburban projects shown on the preceding pages, aimed to solve the housing prob- 
lem within the framework of the existing city, the three “Greenbelt” communities shown on the pages 
following are designed to point the way to better housing through the creation of entirely new and self- 
contained Satellite Towns. Surrounded by a permanent protecting belt of farmland, each of the projects 
has its own pre-planned town center, comprising stores, theater, municipal and community building, its 
own schools, recreational facilities, and town government. Owned and operated by the Farm Security Ad- 
ministration (formerly Resettlement Administration) , houses and apartments are rented rather than sold, 
at rents based not on actual cost but on the ability to pay, with tenant selection on a basis similar to that 


used by the USHA. 


GREENBELT, MARYLAND 


Locke 
\ 


SITE: Town proper, 3,820 acres; surround- 
ing agricultural belt, 8,180 acres. 


BUILDING TYPES: 1- and 2-story row houses, 
detached houses, 2-story apartments. 


SIZE: 885 living units; 574 row houses, 4 
to 7 rooms; 5 detached houses (experi- 
mental) ; 306 apartments, 144 to 3 rooms. 
COSsT:* Total $9,325,000 

Land for building pur- 

poses, including surveys, 

clearing, and landscap- 


ing 246,000 
Roads, walks, and utili- 

ties 1,526,000 
885 dwelling units 4,799,000 


13 farm homes 85,000 
Schools 494,000 
Commercial buildings 344,000 
Lake: land and develop- 
ment 178,000 
Recreation Center: land 
and development 112,000 
Undeveloped land with- 
in town 614,000 
Land reserve outside of 
town 643,000 
Recoverables 28 1,000 
Construction cost per 
dwelling unit (execlud- 
ing utilities and land- 
scaping) : 5,423 


416 


T 
cluding service charge: $5.90 
Monthly dwelling rentals, including heat, 
hot water, stoves, and refrigerators: 
Range $18 to $41 
Average $31.23 : 
Water (average monthly charge) : 1.21 
Electricity (lights, cooking, refrigera- 
tion—average monthly charge) : 3.18 
SPECIAL FEATURES: Schools, shopping cen- 
ter, athletic field, lake for boating, and 
hiking trails. 
*Actual expenditures totaled about $14,227,000. 7: 4% 12:0" 
Of this amount, $4,902,000 has been deducted 1 | 
since—in the opinion of the Farm Security Ad- 
ministration—this represents the amount ex- ae UNIT ' 
pended on account of relief and rehabilitation ONE STORY END 
aspects of the program over and above the costs N 


which would normally be incurred for labor. 
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gREENBELT, MARYLAND 


Locke Photos 


TOWN PLANNER: Hale Walker. ARCHITECTS: Douglas D. Ellington and Reginald J. Wadsworth. ENGINEERING 


DESIGNER: H. B. Bursley. COORDINATOR: Wallace Richards. 
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GREENHILLS, CINCINNATI, OHIO 


TOWN PLANNERS: Justin R. Harte, 
William A. Strong. ARCHITECTS; p,, 
land A. Wank, G. Frank Cordner. 
CHIEF ENGINEER: William ¢ 
Powell. COORDINATOR: Albert | 
Miller. 


SITE: 5,930 acres. 

BUILDING TYPES: Detached, semi-detached and_ group 
houses; apartments. 

SIZE: 676 living units; 112 one-bedroom apartments, 4 
two-bedroom apartments, 18 single-family detached four- 
bedroom dwellings, 6 single-family detached three-bed- 
room dwellings; 260 two-bedroom units, 208 three-bedroom 
units, and 32 four-bedroom units in group houses. 


COST:* Total $9,917,538 
Land (including inspection and plan- 
ning) 2,443,917 
Surveys, clearing, and landscaping 429,572 
Roads, walks, and utilities 1,355,489 
676 dwelling units 4,585,759 
Rural improvements 152,500 
Community building and school 500,250 
Commercial buildings 201,750 
Recreation centers 129,083 
Inventories (recoverable) : 123,010 
Construction cost per dwelling unit (ex- 
cluding utilities and landscaping) : $6,780 
RENT: Average per room per month: $5.52 é 
Monthly dwelling rentals: 
Range $18 to 
Average $27.62 


(Rents do not include heat and water.) 
SPECIAL FEATURES: School, stores, recreation facilities. 


*Actual expenditures totaled about $11,377,425. Of tis amout! 
$1,459,887 has been deducted since—in the opinion o! the Farm 
Security Administration—this represents the amoun! expe™ 

on account of relief and rehabilitation aspects of tie poe 
over and above the cost which would normally be ' curred for 
labor. 
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GREENDALE, WISCONSIN 
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TOWN PLANNERS: Jacob L. Crane, Elbert Peets. ARCHITECTS: Harry H. Bentley, Walter G. Thomas. 


COORDINATOR: Fred L. Naumer. 


SITE: 3,410 acres. cOSsT:* Total $8,024,923 RENT: Average per room per month ex- 
BUILDING TYPES: Detached, semi-detached, Land : $1,200,852 cluding service charge: ~ 
ee Surveys, clearing and Monthly dwelling rentals: 

and group houses. 

landscaping 337,313 Range $19 to $36 
SIZE: 572 dwelling units; 44 two-bedroom Roads, walks, and utili- Average $29.16 
detached houses; 230 three-bedroom de- ties 1,489,946 (Rents do not include heat and water.) 

toe hed houses; 1 one-bedroom units; 60 572 dwelling units 3.733.946 SPECIAL FEATURES: School, shopping center. 
two-bedroom units, and 18 four-bedroom 65 farm homes 221.290 tion faciliti 
units in semi-detached houses; 208 dwelling Community building and ee ee 
units in group houses. school 403,973 

Commercial buildings 422,251 

409 garages 125,242 

Town yard 31,710 *Actual expenditures totaled about $9,374,925. 


Of this amount, $1,350,000 has been dedueted 


Inventories (recoverable) 53,40) since—in the opinion of the Farm Security Ad- 


Construction cost per dwelling ministration—this represents the amount & 
unit (excluding utilities and pended on account of relief and rehab:litation 

. ee aspects of the program over and above t!ie costs 
landscaping) : $6,528 which would normally be incurred for labor. 
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HALF SECOND FLOOR 


HALF OF GROUP HOUSE 


Vernon J. Kraft Photos 
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TYPICAL DETACHED HOUSE 
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Vernon J. Kraft Photos 
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GREENBELT, MARYLAND 


GREENDALE, WISCONS 


Rothstein 


Low-cost furniture for low-rent housing is the special contribution 
of the Farm Security Administration. Developed and tested by its 
Special Services Section in collaboration with the Bureau of Stand- 
ards, Forest Products Laboratory, architects, home economists, and 
technical experts of the furniture industry, and manufactured by 
private firms under contracts awarded on the basis of competitive 
bids, basic furniture for a four-room family unit (excluding stoves 
and refrigerators) costs about $300. 
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GREENBELT, 
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LIVING ROOM 


CONSTRUCTION OUTLINES 


GREENBELT, MD. 


STRUCTURE: Veneer buildings—brick ve- 
neer, building paper, wood sheathing on wood 
studs, metal, paper back lath, 3 coat f'aster 
walls. Block buildings—concrete cinder bi 
2 coats bitumastic dampproofing, furring 
strips, 3 coats plaster on aluminum foil backed 
plaster board. Interior partitions—Cinder 
block units—gypsum blocks. Brick veneer 
units—studding, Ecod paper back wire lath- 
ing and plastered walls. Floor construction: 
First—reenforced concrete slabs with asphalt 
tile laid in mastic. Second—cinder block units 
same as Ist floor; brick veneer units—hard- 
wood floors on sheathing, subfloor on joists. 
ROOF: Brick veneer units—pitched roofs with 
sheathing covered with slate. Decks—reen- 
forced concrete, rigid insulation cemented to 
deck, covered with 4-ply built-up roofing. 
SHEET METAL WORK: Flashing, gutters 
and leaders—copper. 

INSULATION: Outside walls of Veneer build- 
ings and attic floor—rock wool. Roof—in- 
sulation board. 

WINDOWS: Steel casements. Glass—%% in. 
double strength, quality B. Screens—copper. 
FLOORS: Living room, bedrooms, bathrooms 
and kitchens—composition tile. 
WOODWORK: Trim—white pine and red- 
wood. Interior doors—fiush gum veneer. Gar- 
age doors—roll up, sectional. 

HARDWARE: Chromium finished steel and 
old brass finished steel. 

PAINTING: All rooms—casein and enamel. 
Exterior walis—cement paint. Sash—2 coats 
lead and oil. 

ELECTRICAL INSTALLATION: Switches— 
enclosed safety type and enclosed circuit 
breaker panel type. 

KITCHEN EQUIPMENT: Range—gas. Re- 
frigerator—electric. Sink—enameled cast iron. 
Cabinet—steel. 

BATHROOM EQUIPMENT: Lavatory—en- 
ameled cast iron, wall hung. Tub—enameled 
cast iron. Toilet—vitreous china syphon ac- 
tion bowl, low tank. Cabinet—recessed steel. 
PLUMBING: Copper throughout. 

HEATING: Forced hot water system. Boiler 
—steel fire tube. Light and heavy fuel oil 
horizontal pressure type burners with elec- 
tric ignition system. Hot water heater—in- 
direct coil connected with heating boiler. 
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GREENHILLS, OHIO 


STRUCTURE: Stucco on terra cotta block, 
1 in. air space, Sisalkraft paper, Sisalkraft 
Co., 1 in. wood sheathing, 2 x 4 in. studs, 
16 in. o.c., bat type insulation, % in. plaster 
board, National Gypsum Co., plaster and 
brick air space; asbestos siding, Philip Carey 
Co. Interior partitions—plaster board on 
studs and gypsum plaster. Floor construc- 
tion—wood joists, sub-floor, deadening felt, 
finished floor. Ceiling—plaster. 

ROOF: Pitched—rafters, 1 in. sheathing dead- 
ening felt, Flintkote Co., covered with slate. 


Flat roofs—wood Joists, 1 in. sheathing, 
covered with 5-ply built-up. 
SHEET METAL WORK: Copper, Chase 


Brass & Copper Co., Inc. 

INSULATION: Outside walis—bat type min- 
eral wool, 4 in. Attic—3% in. blanket type 
mineral wool, Ludowici-Celadon Co. Roof— 
reflective insulation, Reynolds Corp. 
WINDOWS: Truscon Steel Co. projected sash, 
horizontally pivoted. Glass—double strength, 
quality B. Screens—bronze wire mesh. 
FLOOR COVERINGS: Kitchen and bath- 
rooms—asphalt tile, Leitch Mfg Co., and 
linoleum, balance oak. 

WOODWORK: Trim shelving and cabinets— 
yellow pine. Cabinets—metal, Baxter Steel 
Equipment Co. Interior doors—built-up white 
pine core and flush birch veneer. Exterior 
doors—select Ponderosa, Farley & Loetscher 
Mfg. Co. Garage doors—Ro-way Overhead 
type, Rowe Mfg. Co. 

HARDWARE: Schlage Lock Co. 
ELECTRICAL INSTALLATION: Galvanized 
steel conduit in concrete floors, armored cable 
elsewhere, Circle Wire & Cable Co. Switches— 
Despard, Pass & Seymour. Fixtures—Halco- 
lite Co., Inc., Levolite Co. and Lightolier Co. 
KITCHEN EQUIPMENT: Range—Hot Point, 
Edison General Electric Co. Refrigerator— 
Westinghouse Electric & Mfg. Co. Sink— 
Rundle Corp. Cabinet—Baxter Steel Equip- 
ment Co. 

BATHROOM EQUIPMENT: Lavatory and 
tub, Rundle Corp. Toilet—Eljer Co. Cabinet— 
Miami Cabinet Div. and Philip Carey Co. 
HEATING: Hot water and one pipe steam; 
cast iron boilers, National Radiator Co. 
Radiators—American Radiator Co. Valves— 
Consolidated Safety Valve Co. Hot water 
heater—Edison General Electric Co. 
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GREENDALE, WIS. 


STRUCTURE: Exterior walls—cinder con- 
crete block, Economy Block Co., 1 x 2 in. 
furring, % in. insulation board, plaster. In- 
terior partitions—cinder concrete blocks; 
plaster direct and wood studs; rock lath and 
plaster, American Gypsum Co. and National 
Gypsum Co. Floors: First—precast concrete 
joists and 2% in. concrete slabs. Second— 
exposed beams, 2 x 6 in. sub-floor and maple 
finish flooring over living room. 

ROOF: Frame construction covered with 
clay tile, Ludovici Celadon Co. and asbestos 
shingles, Johns-Manville Corp. Decks—cov- 
ered with built-up tar and gravel. 
INSULATION: Attic floor—2 in. rock wool. 
WINDOWS: Double hung, except kitchens 
and utility room, Ponderosa pine; Silentite, 
Curtis Companies Service Bureau and Farlo, 
Farley & Loetscher Mfg. Co. Glass—single 
strength, quality B, Pennvernon, Pittsburgh 
Plate Glass Co. and American Glass Co. 
FLOORS: Living rooms—asphait tile, Tile 
Tex Co. Bedrooms and halls—maple, Wis- 
consin Maple Floor Co. and White Lake Lum- 
ber Co. Kitchen—asphalt'tile and linoleum. 
HARDWARE: Interior—Russell & Erwin Mfg. 
Co., Stanley Works and McKinney Mfg. Co. 
Exterior—Schlage Lock Co. and McKinney 
Mfg. Co. 

PAINTING: Walls and ceilings—casein. 
Kitchen, bathrooms and sash—lead and oil, 
Eagle-Picher Sales Co. and Austin Co. Floor 
and trim—Minwax. Exterior: Walls—water- 
proof cement paint, E. D. Coddington Mfg. Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Pass & Seymour, Inc. 
Fixtures—Shapiro & Aronson, Moe Bros. and 
Lightolier Co. 

KITCHEN EQUIPMENT: Range and refrig- 
erator—electric, Westinghouse Electric & 
Mfg. Co. Sink—roll rim, Kohler Co. Cabinet— 
metal, Baxter Steel Equipment Co. and Art 
Metal. 

BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. 

HEATING: Central heating plant for non- 
residential buildings. Dwelling units—ind'- 
vidual heating system, warm air forced cif 
culation, manual operated coal fuel; furnace 
and blower fan, L. J. Mueller Furnace Co» 
also hot water system with oil burner. Boilers 
—American Radiator Co. Oil burner—Michi- 
gan Oil Burner Co. 
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This year’s Architectural League Exhibition rep- 
resents a departure from custom. So that the 
public as well as those in the profession might 
have an opportunity to appraise contemporary 
architecture and the allied arts in the different 
sections of the United States, those in charge of 
the Exhibition invited Committees of prominent 
architects, artists and designers to select ex- 
amples of the best work from their section. The 
pages which follow are not only representative 
but offer convincing testimony that architecture 


and the allied arts are moving forward. 
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: PAUL P. CRET, ARCHITECT, FACADE ON CONSTITUTION AVENUE, FEDERAL RESERVE BOARD BUILDING, WASHINGTON, D. 


Cc, 


Pox 


LONZO H. GENTRY, VOSKAMP & NEVILLE, INC., HOIT, PRICE & BARNES, ASSOCIATED ARCHITECTS, MUNICIPAL AUDITORIUM, KANSAS CITY, MO. 


HOLABIRD & ROOT, ARCHITECTS, STUDY OF UNIT “A” PROPOSED ADDITION TO THE ART INSTITUTE OF CHICAGO 
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BURNHAM HOYT, ARCHITECT, BROMFIELD RESIDENCE, DENVER, COLORADO 


FRED KECK, ARCHITECT, THE BRUNING HOUSE, WILMETTE, ILLINOIS 
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DWIGHT JAMES BAUM, ARCHITECT, ENTRANCE TO HOUSE NO. 9, RIVERDALE HEIGHTS, NEW YORK CITY 
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\ILLIAM P. HENDERSON, DESIGNER, “THE NAVAJO 
HOUSE OF RELIGION,” SANTA FE, NEW MEXICO 


EUGENIE 


SHONNARD, SCULPTOR, 
“PUEBLO INDIAN WOMAN WITH BOWL” 


AYMAR EMBURY, Il, ARCHITECT, PORT OF NEW YORK AUTHORITY, O. 
ENGINEER OF DESIGN, LINCOLN TUNNEL, VENTILATION BUILDING 


H. AMMANN, CHIEF ENGINEER, RALPH SMILLIE, 
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WEISS, DREYFOUS & SEIFERTH, ARCHITECTS, MEDICAL CENTER, NEW ORLEANS, LOUISIANA 
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ASSOCIATE, 


JOHN M. GATES, 
ASSOCIATED ARCHITECTS, WOODEN 


ARCHITECTS, 


CORNING BUILDING, NEW YORK 


\EALLY AND LEONARD DEAN, 
OMMUNICATIONS BUILDING, NEW YORK WORLD'S FAIR 


WILLIAM & GEOFFREY PLATT, 
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MORRIS & O'CONNOR, ARCHITECTS, ELLEN CRANE MEMORIAL ROOM, BERKSHIRE MUSEUM, PITTSFIELD, MASS. 
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RUTH GIKOW, ARTIST, “CHILDREN’S RECREATION 
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RIVER HOUSES, NEW YORK, Wi. Y. 
PAGE 364 


FOUNDATION: Walls—concrete to grade, 
solid brick to Ist floor. Footings—steel shell, 
concrete filled piles to rock; spread footings. 
Floor—concrete slab, mesh reenforced, stone 
or gravel fill. 

STRUCTURE: Exterior walls—brick veneer, 
1. L. Stiles & Son Brick Co. and Denning 
Point Brick Works, tile backup, New Jersey 
Hollow Tile Corp.; asphalt dampproofing; 
metal base; aluminum sills. Interior parti- 
tions—2 in. solid plaster; 3 or 4 in. tile divid- 
ing partitions, National Fireproofing | Co. 
Floor—concrete slab and beam. Ceiling— 
finished concrete, painted. 

ROOF: Covered with 5-ply composition. 
SHEET METAL WORK: Flashing—l16 oz. 
copper. 

INSULATION: Roof—tnsulite Co. Weather- 
stripping—Apex Partridge Co. 

WINDOWS: Steel casements and screens, 
Campbell Metal Windows Corp. Glass—double 
hung, quality A and B, and \% in. plate. 
STAIRS: Metal pan type, Wonder Iron Works. 
FLOORS: Main rooms—asphalt tile, Leitch 
Mfg. Co. Kitchen—linoleum. Bathrooms— 
ceramic tile, Wenczel Tile Co. 

WOODWORK: Trim and doors—wood, Sloan 
& Moller Co.; metal—Superior Fireproofing 
Door & Sash Co. 

HARDWARE: Yale & Towne Mfg. Co. 
PAINTING: Interior walls, trim, sash and 
exterior sash—lead and oil. Ceilings—con- 
crete paint. 

ELECTRICAL INSTALLATION: Rigid steel 
conduit—General Electric Co. Outlet boxes— 
J. B. Knight Co. Rubber insulated wire— 
Circle Wire & Cable Co. Fixtures—Pass & 
Seymour, Inc. and Graybar Electric Co. 
Switches—fiush toggle, Bryant Electric Co. 
KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—electric, West- 
inghouse Electric & Mfg. Co. Sink—Kohler 
Co. 

LAUNDRY EQUIPMENT: 
Stone Co. 

BATHROOM EQUIPMENT: All fixtures— 
Kohler Co. Cabinet—metal, Philip Carey Co. 
PLUMBING: Pipes: cast iron—Central Foun- 
dry Co. Wrought iron—Reading Iron Co. and 
A. M. Byers Co. Steel—National Tube Co. 
Brass—Phelps Dodge Co. and Bridgeport 
Brass Co. 

HEATING: Central steam. Underground con- 
duit—Ric-Wil. Boiler—Kewanee Boiler Corp. 
Oil burner; rotating cup, Petroleum Heat & 
Power Co. Radiators—cast iron tubular, 
American Radiator Co. Automatic heat con- 
trol and vaives, C. A. Dunham Co. 
INCINERATORS: Pyroneel, J. C. Rochester 
& Co. 


Sink—Alberene 


NEW TOWNE COURT, CAMBRIDGE, MASS. 
PAGE 365 


FOUNDATION: Walls—8 and 12 in. concrete 
with 4 in. brick veneer, continuous spread 
footings. Floor—concrete slab, mesh reen- 
forced, 6 in. stone or gravel fill. 

STRUCTURE: Exterior walls—brick veneer 
and tile or cinder concrete block backup tile, 
National Fireproofing Co. Cinder concrete 
blocks—Cinder Concrete Units, Inc. Interior 
Partitions—2 in. solid plaster, 3 and 4 in. 
cinder concrete block, plaster, National Gyp- 
sum Co. and U. S. Gypsum Co. Stairhalis— 
4 in. De-Aired Tile—Block, Humphrey Brick 
& Tile Co. Floor construction—concrete slab 
and beam. Ceilings—finished concrete, painted. 
ROOF: Covered with composition 5-ply. 
SHEET METAL WORK: Flashing—16 oz. 
copper, 

INSULATION: Roof—Dant Russell Mfg. Co. 
We itherstripping—Chamberlin Metal Weath- 
er Strip Co. 

WINDOWS: Metal casements, Hope’s Win- 


dows, Inc. Glass—double strength, quality B, 
Southwestern Sheet Glass Co. and Libbey- 
Owens-Ford Glass Co. 

STAIRS: Metal pan type, Groisser & Shiager 
Iron Works. 

FLOORS: Living room, bedrooms and halis— 
hardwood floor laid in mastic. Kitchen—Lino- 
leum. Bathrooms—ceramic tile, Sparta Ce- 
ramic Co. 

WOODWORK: Shelving, cabinets and doors 
—Brockway, Smith, Hugh, Lowell Co. 
HARDWARE: interior and exterior—Norwalk 
Lock Co. 

PAINTING: Interior walis, trim, and sash— 
lead and oil. 

ELECTRICAL INSTALLATION: Rigid steel 
conduit and rubber insulated wire, Triangle 
Conduit & Cable Co. Outlet boxes—Nationa! 
Electric Products Corp. Switches—fiush toggle. 
KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—gas, Servel, Inc. 
Sink and Laundry tray—combination, Stand- 
ard Sanitary Mfg. Co, Cabinet—wood, Farley 
& Loetscher. 

LAUNDRY EQUIPMENT: 
Stone Corp. 

BATHROOM EQUIPMENT: All fixtures— 
Standard Sanitary Mfg. Co. Cabinet—metal, 
Philip Carey Co. 

PLUMBING: Pipes: Cast iron—Central Foun- 
dry Co. Wrought iron—Reading Iron Co. 
Steel—W heeling Steel Corp. Brass and copper 
tubing—American Brass Co. 

HEATING: Central steam type system. Boiler 
—L. P. straight water tube, International; 
automatic combustion control, A. W. Cash. 
Fuel—coal; underfeed stoker, Riley. 
Radiators—cast iron tubular, H. W. pattern, 
U. S. Radiator Co. Valves, traps and auto- 
matic heat control, C. A. Dunham Co. Hot 
water generators—Sims Co. 
INCINERATORS—Lambert-Sawyer Co. 


Sink—Alberene 


OLD HARBOR VILLAGE, BOSTON, MASS. 
PAGES 366-367 


FOUNDATION: Wallis—12 in. concrete, belied 
caissons. Floor—concrete slab, mesh _ re- 
enforcement, 6 in. stone or gravel fill. 
STRUCTURE: Exterior wallis—brick veneer, 
cinder block with asphalt dampproofing, Cin- 
der Concrete Units Corp.; metal base, Knapp 
Bros.; aluminum sills, General Bronze Corp. 
Interior partitions—2, 3 and 4 in. solid plas- 
ter; partition tile, National Fireproofing Co.; 
4 in. brick tile for stairhalis, Sani Cote Bric- 
tile Co. Floor construction—concrete slab and 
beam. Ceilings—concrete, painted. Ceilings of 
second floor—metal lath on wood Joists, plas- 
ter. 

ROOF: Concrete slab and beam for flat roofs. 
Wood trussed rafters for pitched; apartments 
covered with composition 5-ply; houses cov- 
ered with *i,4 in. slate, Parson Bros. Slate Co. 
SHEET METAL WORK: Flashing, gutters 
and leaders—16 oz. copper. 

INSULATION: Roof—Fir-tex Insulating 
Board Co. Weatherstripping — Chamberlin 
Metal Weather Strip Co. 

WINDOWS: Metal casements and screens, 
Detroit Steel Products Co. Glass—Pittsburgh 
Plate Glass Co., Mississippi Glass Co., Ameri- 
can Window Glass Co., Libbey-Owens-Ford 
Glass Co. 

STAIRS: Metal pan type, General Bronze 
Corp. Treads finished with asphalt tile. 
FLOORS: Living rooms, bedrooms and halis— 
asphalt tile, Leitch Mfg. Co, Kitchen—lino- 
leum. Bathrooms—ceramic tile, Crescent Tile 
Co. 

WALL COVERINGS: Living room, bedrooms 
and halls—plaster, Certain-teed Products Co. 
and U. S. Gypsum Co. Kitchen and bathrooms 
—Keene’s cement plaster, Certain-teed Prod- 
ucts Co. 

WOODWORK: Shelving and wood doors— 
Brockway, Smith, Haigh & Lovell Co. 
HARDWARE: Lockwood Hardware Mfg. Co. 


PAINTING: Interior walis, trim and sash— 
lead oll. Ceilings—concrete paint. Ex. 
terior walls and sash—tead and oil. 
ELECTRICAL INSTALLATION: Switches— 
flush toggle type. Rigid stee! conduit, Walker 
Bros, Outlet boxes, National Electric Prod- 
ucts Corp. Cable—Simpiex Wire & Cable .. . 
Rubber insulated wire, American Steel & 
Wire Co. 

KITCHEN EQUIPMENT: Stove—electric, 
Edison General Electric Appliance Co. Re- 
frigerator—electric, Westinghouse Electric & 
Mfg. Co. Combination sink and laundry tray 
—Standard Sanitary Mfg. Co. Cabinet—wood, 
Farley & Loetscher Mfg. Co. Laundry Sink— 
Alberene Stone Corp. 
BATHROOM EQUIPMENT: 
Standard Sanitary Mfg. Co. 
Philip Carey Co. 
PLUMBING: Pipes: Cast iron, Warren Foun- 
dry Co. and Somerville Iron Works. Wrought 
iron—A. M. Byers Co. and Reading tron Co. 
Steei—National Tube Co. and Spang-Chaifont 
Co. Brass—Bridgeport Brass Co. and Ameri- 
can Brass Co. Copper tubing—Reading tron 
Co. 

HEATING: Central steam type system. 
Underground conduit—Ric-Wil. Boiler—bent 
water tube, Titusville Iron Works Co. Fuel— 
coal; underfeed stoker, Riley; automatic com- 
bustion control, Carrie. Radiators—cast iron 
tubular, H. W. pattern, Nationa! Radiator Co. 
Radiator vaives and traps, C. A. Dunham Co. 
Hot water generators—Patterson Kelly. 
INCINERATORS: Lambert-Sawyer Co. 


All fixtures by 
Cabinet—metal, 


BRAND WHITLOCK HOMES, TOLEDO, OHIO 
PAGE 388 


FOUNDATION: Walis—12 in. concrete, con- 
tinuous spread footings. Floor—concrete, wire 
mesh reenforced, 6 in. stone or gravel fill. 
STRUCTURE: Exterior wallis—brick veneer 
and cinder concrete block backup, Columbia 
Concrete Block & Supply Co. Asphait damp- 
proofing on backup walis, plaster: metal 
base, Milcor Steel Co. Cast iron window sills, 
Cc. W. Olsen Mfg. Co. Stone door sills and 
copings, Acme Cut Stone Co. Interior par- 
titions—2 in. solid pilaster, U. S. Gypsum Co. 
3 or 4 in. tile partitions, St. Anne Brick & 
Tile Co. Stairhalis—tile, W. Virginia Brick 
Co. Floor construction—concrete slab and 
beam. Ceilings—finished concrete. 

ROOF: Concrete slab and beam covered with 
5-ply composition. 

SHEET METAL WORK: 
copper. 

INSULATION: Roof—Fir-tex Insulating Board 
Co. Weatherstripping—Absoproof Weather 
Strip Co. 

WINDOWS: Metal casements and screens— 
Campbell Metal Window Corp. Glass—double 
strength, quality A and B, Pittsburgh Plate 
Glass Co. and Mississippi Glass Co. 
STAIRS: Metal pan type, asphalt tile treads, 
Cc. W. Olsen Mfg. Co. 

FLOORS: Main rooms—asphalt tile, Thomas 
Moulding Co. Kitchen—linoleum. Bathrooms 
—ceramic tile, Mosaic Tile Co. 
WOODWORK: Shelving, cabinets and doors 
—Consolidated Sash & Door Co. 
HARDWARE: Norwalk Lock Co. 
PAINTING: Interior walls, trim, sash and ex- 
terior sash—iead and oil. Ceilings—concrete 
paint. 

ELECTRICAL INSTALLATION: Rigid steel 
conduit—M. B. Austin Co. Outlet boxes— 
Steel City Wire & Cable Co. Rubber insu- 
lated wire—Paramite Wire & Cable Co. 
Switches—fiush toggle, Arrow, Hart & Hege- 
man. Fixtures—Pass & Seymour, Inc. 
KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—electric, West- 


Flashing—16 oz. 


inghouse Electric & Mfg. Co. Sink—Standard 
Sanitary Mfg. Co. 
LAUNDRY EQUIPMENT: 
Stone Corp. 


Sink—Alberene 
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(Continued from page 451) 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinet—metal, 
Philip Carey Co. 

PLUMBING: Pipes: Cast iron—Clow & Sons, 
Alabama Pipe Co. and American Radiator 
Co. Wrought iron—Reading Iron Co. Steel— 
Youngstown Sheet & Tube Co. Brass and 
copper tubing—Bridgeport Brass Co. 
HEATING: Central steam type. Underground 
Conduit—Ric-Wil. Boiler—straight H. P. wa- 
ter tube, Titusville Iron Works. Fuel—coal; 
Riley underfeed stoker. Radiators—cast iron 
tubular, H. W. pattern, American Radiator 
Co. Valves, traps and automatic heat control, 
Cc. A. Dunham Co. Hot water generators— 
Richmond Engineering Co. 
INCINERATORS—Detroit Incinerator Co. 


LOCKEFIELD GARDENS, INDIANAPOLIS, IND.. 
PAGE 389 


FOUNDATION: Walis—concrete to grade. 
Floor—concrete slab, reenforced, 6 in. stone 
or gravel fill. 

STRUCTURE: Brick veneer and Haydite 
block backup, wood base, interior walls, plas- 
ter, Cardiff-Gypsum Co. Interior partitions— 
2 in. solid plaster, 4 in. clay tile dividing 
partitions. Floor—concrete slab and beam. 
Ceiling—finished concrete, painted. 

ROOF: Concrete slab and beam covered with 
5-ply composition, Acme Roofing Co. 
SHEET METAL WORK: Counter flashing 
and downspouts—l16 oz. copper. 
INSULATION: Roof—Celotex Corp. 
WINDOWS: Metal casements and screens— 
Detroit Products Co. Glass—Pittsburgh Plate 
Glass Co. 

STAIRS: Metal pan type, General Bronze 
Corp. Walls—glazed brick, Ayer, McCarl & 
Reagan Co. 

FLOORS: Living room and bedrooms—wood, 
laid in mastic, Wood Tile Corp. Bathrooms— 
ceramic tile, U. S. Tile Corp. 

WOODWORK: Interior metal door trim, 
Aetna Steel Products Co. Shelving and cabi- 
nets—Berger Mfg. Co. Metal doors—Niedring- 
haus, Inc. Wood doors—Farley & Loetscher 
Mfg. Co. Garage doors—Stanley Co. 
HARDWARE: Russell & Erwin Mfg. Co. 
PAINTING: Lead and oil throughout. 
ELECTRICAL INSTALLATION: Conduit— 
National Electric Products Co. Switches— 
flush toggle, Bryant Electric Co. Fixtures— 
Pass & Seymour, Inc. 

KITCHEN EQUIPMENT: Range—electric, 
Edison, General Electric Co. Refrigerator— 
electric, Westinghouse Electric & Mfg. Co. 
Sink and laundry tray—Kohler Co. Cabinet 
—stee!l, Art Metal Construction Co. 
LAUNDRY EQUIPMENT: Sink—Alberene 
Stone Co. 

BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Cabinet—Art Metal Construction 
Co. 

HEATING: Steam, purchased. Underground 
conduit—Ric-Wil. 

SPECIAL EQUIPMENT: Incinerators—Ker- 
ner Incinerator Co. 


CEDAR SPRINGS PLACE, DALLAS, TEXAS 
PAGE 397 


FOUNDATION: Walls—12in.concrete, spread 
footings. Floor—concrete slab, mesh reen- 
forcement, 6 in. stone or gravel fill. 

STRUCTURE: Exterior walis—12 in. clay 
tile walis, stucco outside, plaster inside. Hol- 
low concrete block, Nolan Browne Co. Tile, 
Reliance Clay Products Co. Sills and copings 
—cast stone, Dallas Architectural Decorating 
Co. Interior partitions—2 in. solid plaster, 3 or 
4 in. plastered tile dividing partitions, Reli- 


452 


ance Clay Products Co. Stairhalls—glazed tile. 
Floor construction—concrete slab and beam. 
ROOF: Covered with composition 5-ply. 
SHEET METAL WORK: Flashing—Il16 oz. 
copper. 

INSULATION: Roof—Celotex Corp. Weath- 
erstripping—Ceco Weather Strip & Screen 
Co. 

WINDOWS: Metal casements and screens— 
Campbell Metal Window Corp. Glass—double 
strength, quality B for windows; % in. pol- 
ished plate for doors, Southwestern Sheet 
Glass Co. and Libbey-Owens-Ford Glass Co. 
STAIRS: Metal pan type, A. J. Bayer Co. 
FLOORS: Main rooms—asphalt tile, Thomas 
Moulding Co. Kitchens—linoleum. Bathrooms 
—ceramic tile, Sparta Ceramic Tile Co. 
WOODWORK: Shelving and wood doors— 
Huttig Sash & Door Co, Metal doors—Neid- 
gringhaus, Inc. 

HARDWARE: Russell & Erwin. 

PAINTING: Interior walls, trim, sash and 
exterior sash—lead and oil. 

ELECTRICAL INSTALLATION: Rubber in- 
sulated wire, Triangle Conduit & Cable Co. 
Outlet boxes—Appleton Electric Co. Switches 
—fiush toggle, Arrow, Hart & Hegeman, Fix- 
tures—Pass & Seymour. 

KITCHEN EQUIPMENT: Refrigerator— 
electric, Westinghouse Electric & Mfg. Co. 
Combination sink and laundry tray—Crane 
Co. Cabinet—wood, Hurtig Sash and Door Co. 
Laundry sink—Alberene Stone Corp. 
BATHROOM EQUIPMENT: All fixtures— 
Crane Co. Cabinet—metal, F. H. Lawson Co. 
PLUMBING: Pipes—cast iron, Alabama Pipe 
Co. Wrought iron, A. M. Byers Co. Steel, 
National Tube Co. Brass and copper tubing, 
Revere Copper & Brass Co. 

HEATING: Central steam type. Boiler— 
H. P. portable, steel firebox, Brownell Co. 
Fuel and method of firing—Gas burner, King; 
Automatic combustion control, Gilfillon. Radi- 
ators—convector type, Young Radiator Co. 
Radiator valves and traps—C. A. Dunham Co. 
Automatic heat control—C. A. Dunham Co. 
Hot water generators—Sims Co. 


ANDREW JACKSON COURTS, NASHVILLE, TENN. 
PAGE 406 


FOUNDATION: Walls—12 in. concrete, con- 
tinuous spread footings. Floor—concrete siab, 
6 in. stone or gravel fill. 

STRUCTURE: Exterior walis—brick veneer 
and frame construction. Interior partitions— 
frame, gypsum lath, plastered, plaster—Na- 
tional Gypsum Co., 8 in. tile firewalls, W. G. 
Bush & Co. Floor construction—wood Joist. 
ROOF: Covered with composition 4-ply. 
SHEET METAL WORK: Flashing, gutters, 
leaders and downspouts—16 oz. copper, De- 
pendon Flashing Co. 

INSULATION: Roof—Masonite Corp. 
WINDOWS: Sash and screens—wood, South- 
ern Mfg. Co. Glass—double and_ single 
strength, quality B, Libbey-Owens-Ford Glass 
Co. and Biue Ridge Glass Co. 

STAIRS: Wood, Southern Mfg. Co. 

FLOORS: Main rooms—wood. Bathrooms— 
ceramic tile, Sparta Ceramic Tile Co. 
Porches—cement 

WOODWORK: Trim, shelving, cabinets and 
doors—wood, Southern Mfg. Co. 
HARDWARE: Sargent Co. 

PAINTING: Interior walls, trim, sash and 
exterior sash—lead and oil. Ceilings—con- 
crete paint. 

ELECTRICAL INSTALLATION: Rigid steel 
conduit—General Electric Co. Outlet boxes— 
National Electric Products Corp. Rubber in- 
sulated wire—Paranite Wire & Cable Corp. 
Switches—fiush toggle, Bryant Electric Co. 
Fixtures—Pass & Seymour, Inc. 

KITCHEN EQUIPMENT: Range—electric, 
Edison, General Electric Appliance Co. Re- 
frigerators—electric, Westinghouse Electric 
& Mfg. Co. Sink and laundry tray—combina- 


tion, Crane Co. Cabinet—wood, 
Co. 

BATHROOM EQUIPMENT: All fixtures 
Crane Co. Cabinet—metal, F. H. Lawson Ce. 
PLUMBING: Pipes: Cast iron—Alahama Pipe 
Co. Wrought iron—A. M. Byers Co. Stes 
Clayton Mark & Co. 

HEATING: Central steam type. Boi ler—port 
able steel, L. P. firebox, Pacific. F uel—coal: 
underfeed stoker, Iron Fireman Mfg. 
Automatic combustion control, Teepie. Radia. 
tors—cast iron, H. W. pattern, American Ra. 
diator Co.: Convectors type—Wallace. Valves 
and traps—Trane Co. Hot water generators— 
Richmond Engineering Co. 


Sou: hern Mfg. 


LAUDERDALE Cou MEMPHIS, 
PAGE 407 = 


FOUNDATION: Walls—12 in. concrete, con. 
tinuous spread footings. Floor—concrete slab, 
mesh reenforced, 6 in. stone or gravel fii, 
STRUCTURE: Exterior walls—brick veneer, 
backup tile, National Fireproofing Co. Stone 
sills and copings, D. R. Aitken. Waterproofing 
—membrane at floors and openings; plaster 
inside. Interior partitions—2 in. solid plaster; 
3 and 4 in. tile, Acme Brick Co., plastered 
at bathrooms, chases and dividing partitions, 
Stairhalls—4 in. glazed tile, Acme Brick Co, 
Plaster—gypsum, Mathieson Alkali Works and 
Keene’s cement, Best Bros., Keene’s Cement 
Co. Floor construction—concrete slab and 
beam. 

ROOF: Flat roofs covered with 5-ply compo- 
sition roofing over insulation, Johns-Manville 
Corp. Trussed wood rafters on pitched roofs 
covered with roofing tile, Ludowici-Celadon 
Co. 

SHEET METAL WORK: Flashing, gutters, 
leaders and porch roofs—l16 oz. copper. 
WINDOWS: Metal casements and screens, 
Campbell Metal Window Co. Glass—double 
strength, quality B, Pittsburgh Plate Glass Co. 
STAIRS: Metal pan type, Hawkins Orna- 
mental tron Co.; cast iron safety treads in 
apartments; asphalt tile on treads of row 
house, Uvalde Rock Asphalt Co. 

FLOORS: Living room and bedrooms—wood, 
laid in mastic on slab. Halls in 2nd floor 
halls of row houses—asphalt tile, Uvalde Rock 
Asphalt Co. Kitchens—linoleum. Bathrooms— 
ceramic tile, Sparta Ceramic Tile Co. 
WOODWORK: Shelving, doors and screen 
doors—Cole Mfg. Co. Garage doors—Overhead 
Door Corp. 

HARDWARE: Norwalk Lock Co. 
PAINTING: Interior walls, trim and sash, 
and exterior sash—lead and oil. Ceilings— 
concrete paint. 

ELECTRICAL INSTALLATION: Outlet 
boxes, National Electric Products Corp. Rub- 
ber insulated wire—Anaconda Wire & Cable 
Co. Switches—fiush toggle type, Arrow, Hart 
& Hegeman. Fixtures—Millier Co, 
KITCHEN EQUIPMENT: Range—gas, Crown 
Stove Works. Refrigerator—gas, Servel, Inc. 
Sink—combination, Eljer Co. Cabinet—wood, 
Cole Mfg. Co. 

LAUNDRY EQUIPMENT: Sink—cement, D. 
D. Wessels & Sons Co. 

BATHROOM EQUIPMENT: All fixtures by 
Eljer Co. Cabinet—metal, Philip Carey Co. 
PLUMBING: Pipes: Cast iron, Alabama Pipe 
Co. Wrought iron, A. M. Byers Co. Steel, 
Laclede Steel Co. Brass and copper tubing, 
Chase Brass & Copper Co., Inc. 
HEATING: Steam: Moderator System, War- 
ren Webster & Co. Underground conduit— 
Ric-Wil. Boiler—bent water tube, Kroeschell. 
Fuel—gas; gravity type gas burner, Maxon; 
automatic combustion control, Carrick. Radi- 
ators—cast iron, tubular, H. W. pattern, U.S 
Radiator Co. Radiator valves, thermostatic 
and drip traps—Warren Webster & Co. Hot 
water generators—Patterson- Kelley Co. 
INCINERATORS: Goder Incinerator Co- 


(Continued on page 66) 
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